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These indexes cover the text of the twelve issues of ILLUMINATING ENGINEERING 
for the calendar year of 1958. 


1. Subject Index. 


(a) Index by title and subject of all papers, discussions, data sheets, reports 
and general articles. 


(b) Author index. 


2. Lighting News. 


Subject index. 


3. Personnel. 


Personnel listing all 1957-1958 and 1958-1959 national and local officers, 
committees. The 1958-1959 listing is complete as of December 12, 1958. 
For later appointments, see Index to 1959 or committee listings in 
ILLUMINATING ENGINEERING. 
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Acoustics and Lighting 

Aircraft Beacon Tops Petroleum Process- 
ing Unit , 

Aircraft Lighting, Lamps for 

Analogue and Digital Computer Solutions 
of Daylighting Problems, Abstract 

Analysis of Light Distributions from Linear 
Source Street Luminaires 

Applications, Abstracts 

Application Experience with Mercury Vapor 
Lamps in Street Lighting Service 

Approximations and the Interflection Meth- 
od 


Architectural — ‘Design Answers Lighting 
Questions (MMILJ) ~ 

Artist Looks at Gallery Lighting 

Auditorium, Eau Claire High School 
(MMILJ) 

Auditorium, Dallas Memorial 

Automatic Photometer for Street Lighting 
and Other Luminaires 
Abstract _. 

Automatic Processing of Photometric Test 
Data for Street Lighting Luminaires 

Automated Universal Distribution Pho- 
tometer inated 
Abstract 

Automobile Supply ‘Store (MMILJ) 

Automobile Parking Lot, Lighting an 

Automobile Showroom (MMILJ) 

Auto Showroom (MMILJ) 

(Aviation) Fifty Years of Signal Lighting 


Ballast Heating in Fixtures 

Ballast Protection, Fluorescent 

Baltimore Harbor Tunnel and Its Ap- 
proaches 

Bank, Lighting a Smal! 

Bank, Mercury in a 

Banking Area, Home Decor and a 

Barber Shop, Lighting a 

Basketball Court at Northern Illinois Uni- 
versity (MMILJ) 

Basketball Courts at St. Ignatius High 

Woodbridge High 

School (MMILJ) 

Bathrooms — Hotel, Lighting for 

(Biography) George J. Taylor, 
1958-1959 

(Blackwell Studies) New Method of Deter- 
mining Illumination Required for Tasks 

(Blackwell Studies) Recommended Levels of 
Illumination . ; 

Bowling Alleys (MMILJ) 

Brightness Recording, Photograpaic Meth- 
od of 

Brightness Survey. of Two Rooms Using : a 
Photographic ae 
Abstract _ 


Calculation of Utilization Coefficients for 
Indoor Luminaires by Computers __ 

Central Heating and Refrigeration Build- 
ing, Terminal City a 

Christmas With Light, Celebrate 

Chrome Inspection, Lighting for 

(Church) Lighting a Church * 

(Church) Lighting an Inside Stained Glass 
Window (MMILJ) __ 

(Church) Luminous Ceiling in a a Synagogue 

(Church) Sacred Heart Cathedral ; 

(Church) Seven Buildings. Seven Ways to 
Light a Church (MMILJ) - 

(Church) Simplicity, Economy, Suitability: 
Specifications for a Synagogue menensineeh 

Circuits for Short Arc Lamps ____ 
Abstract 


Coffee Shops — Hotel, Lighting for —. 
Coldbrook Water Pumping Station ___ _ 
College Fieldhouse (MMILJ) ___. 
Color, Measurement of Light and —..__ 
Color Rendition Properties of Light 
Sources, Measurement and Specification of 
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Committee Personnel, Lisi of 
1957-1958 ae 
1958-1959 _ : 

Computation of Relative Comfort and 
Relative Visibility Factor Ratings for 
Roadway Lighting, Abstract 

Computers, Calculation of Utilization Co- 
efficients for Indoor Luminaires by 

Conference Room from a Beauty Parlor 
(MMILJ) 

Constitution of the Hluminating Engineer- 
ing Society 

Control of Daylighting, 
Jalousies 

Controlled Fluorescent Reflector Design for 
Sharp Cut-Off and Uniform Distribution, 
Abstract 

Curling Rink, Lighting a 

Custom Lighting for a Built-In Desk 
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Dallas Memorial Auditorium (MMILJ) 

Dance Hall Design 

(Data Shect) Custom Lighting for a Built- 
In Desk 

(Data Sheet) Floodlighting a Building and 
Sidewalk 

(Data Sheet) Floodlighting a Harness Race 
Track 

(Data Sheet) Floodlighting a Sign 

(Data Sheet) High Bay Industrial Lighting 

(Data Sheet) Industrial Lighting 

(Data Sheet) Lighting a Barber Shop 

(Data Sheet) Lighting a Church 

(Data Sheet) Lighting a Curling Rink 

(Data Sheet) Lighting a Department Store 

(Data Sheet) Lighting a Hotel Front Office 

(Data Sheet) Lighting a Library 

(Data Sheet) Lighting a Men's Furnishing 
Store 

(Data Sheet) Lighting a Miniature Golf 

rse 

(Data Sheet) Lighting a Reception Area 

(Data Sheet) Lighting a Smal! Bank 

(Data Sheet) Lighting a Small Cafeteria 

(Data Sheet) Lighting a Window Wall 

(Data Sheet) Lighting an Automobile Park- 
ing Lot - 3 

(Data Sheet) Lighting for Chrome Inspec 
tion 

(Data Sheet) Lighting for Grading and 
Packaging Cigars 

(Data Sheet) Lighting Glass Shelves 

(Data Sheet) Transillum nated Curtains 

(Data Sheet) Wall Ligh’ing for Hallways 

Daylight Availability 

Daylight Illumination and Brightness with 
Minute Louvers 

Daylight Illumination, 1.E.8. Guide for 
Measuring and Reporting 

Davlight Plus Electric Light —In Schools 
(MMILJ) 

Daylighting Prediction, Practical 

Daylighting Session Abstracts 

Daylighting with Reflecting Jalousies, Con- 
trol of 

Deluxe Fluorescent-Mercury Lamps for 
Ce.e-sercial and Specialized Applications, 
Development of 

Demonstration Laboratory for Outdoor 
Roadway Lighting, Abstract 

Department Store, High Output Fluores- 
cent in 

Department Store, Lighting a d me 


Design and Characteristics of Fiennes 
Lamps Having a Non-Circular Cross Sec- 
tion (Discussion) 

Design Considerations in 
Lamps, Abstract 

Development of Deluxe ecmnetle Mer- 
cury Lan os for Commercial and Special- 
ized Applications 

Directors, List of 
1957-1958 
1958-1959 
1958-1959 - 

1958-1959 nesses 

Discharges With and ‘Without Mercury, 
Striking Potentials of Long, Low-Pres- 
sure, Rare-Gas Electric — 


With Reflecting 


Fluorescent 


4-31A 
10-39A 
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1. SUBJECT INDEX 


Discomfort Glare at Low Adaptation Levels, 
Part III — Multiple Sources 
Discomfort Glare Evaluator (Abstract) 


Economics of Fluorescent Reflector Lamps, 
Abstract 

Edge Lighting for General Illumination 

Effects of High Operating Temperature on 
the Lamp Envelope 
Abstract 

Efficiency of Domed Acrylic Skylights 
Abstract 
Discussion 

Efficiency of Flashing Lights 

(Electroluminescence) New Superhighway 

“Enlarging” a Small Home (MMILJ) 

Enrichment of Luminous Ceilings, Abstract 

Estimating the Cost of a Roadway Lighting 
System 

Evaluation of Performance of Polystyrene 
Components of Fluorescent Luminaires 
in Actual Service and Under Accelerated 
Testing, Abstract 

Exterior Lighting, Progress in - 


F 


Factories (See Industrial) 
Fifty Years of Signal Lighting 
Finances of IES — General Secretary's Re- 


port 
Flashing Lights, Efficiency of 
Floodlighting a Building and Sidewalk 
Floodlighting a Harness Race Track 
Floodlighting a Sign 
Floodlighting Grand Coulee Dam 
(Floodlighting) Making a Midnight Land- 
mark (MMILJ) — 
Floodlighting Niagara Falls 
Abstract 
Discussion 
Floodlighting, Progress in . = 
(Floodlighting) Staging an Opera on a 
Mansion Porch 
Floodlighting Tishman Tower 
Fluorescent Ballast Protection 
Fluorescent Lamp Discoloration, Influence 
of Electrode Materials on 
(Footcandle Levels) New Footcandle Tables 
(Footcandle Levels) New Method of Deter- 
mining Illumination Required for Tasks 
(Footcandle Levels) Recommendations for 
Quality and Quantity of Illumination 
Foreign-Flag Airlines, Terminal City 


G 


Gallery Lighting, Artist Looks at ‘ 

Gas-Filled Candlepower Standards, Vertical 
Distribution of Light - 

General and Task Committees, Report. on _ 

General Secretary Reports, 1958 __ 

Georgia Tech Training Room (MMILJ) 
Glare at Low Adaptation Levels Part III — 
Mu‘icple Sources, Discomfort — 

fue from Very Large Sources, cys of, 
Abstract — 

Glass Shel.zs, Lighting — 

Glow Discharge Characteristics of Fluores- 
cent Lamps 

Grading and Packaging Cigars, Lighting 
for — 

Group Relamping of “Fluorescent Lamps, 
New Simple Approach to, Abstract - 


H 


Hardware Sales (MMILJ) - 

High-Bay Industrial, High Output Fluores- 
cent in 

High Bay Industrial Lighting (Data Sheet) 

High Levels in Offices 

High Utilization Fluorescent Street Light: 
ing Luminaire, Abstract - 

Highway Lighting Without Glare — -A ‘New 
Lighting Technique, Abstract — 


Hinckley, A. D. Named Managing Director 





Home Lighting — Cooperative Style ——— 
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Home Lighting (See Residence Lighting) 


Hotel Front Office, Lighting a 5 
Hotels, Lighting for 359 
House of the Future 405 
House of Seagram (MMILJ) 573 
| 
(Idlewild) Terminal City — Aerial Gateway 
to the United States 522 
(Idlewild) Terminal City Central Heating 
and Refrigeration Building 532 
(Idlewild) Terminal City, Foreign-Flag Air- 
lines 533 
(Idlewild) Terminal City Fountain of Lib- 
erty — - 531 
(Idlewild) Terminal City — International 
Arrival Building 524 
(Idlewild) The Golden Door Restaurant 530 
1.E.S. Council and Officers, List of 
1957-1958 442A 
1958-1959 - encom 
1958-1959 = snepdaninanmisins 563 
1958-1959 ine 10. S7A 
1.E.S. Guide for Measuring and Reporting 
Daylight Illumination 213 
Illuminating Engineering Research Insti- 
tute, Report on 
Incandescent Lamp, Smaller, More Efficient 
100-Watt 121 
(Industrial) Coldbrook Water Pumping 
Station 640 
(Industrial) Newspaper Pressroom 55 
Industrial Lighting 103 
(Industrial) Lighting for Chrome Inspec- 
tion 547 
(Industrial) Lighting fer Grading and 
Packaging Cigars 163 
Industrial Lighting, High Bay 7 
(Industrial Lighting) Machine Shop Re- 
lighted 252 
(Industrial Lighting) Zamco Engineering 
Co., Venice, Calii. 240 
Influence of Electrode Materials on Fluo- 
rescent Lamp Discoloration 615 
Abstract 48) 
Integrated Ceilings for IUlumination, Ab- 
stract 497 
Interflection Method, Approximations and 243 
Interior Lighting, Progress in q 
Internal Reflector Projection Lamps, Ab- 
stract 483 
Inuinational Arrival Building, Terminal 
City 524 
Interreflections in Asymmetrical Rooms 131 
J 
Jewelry Store netiemmnimeenmenets 169 
K 
Kitchen, Baltimore Country Club 414 
Kitchens — Hotel, Lighting for 359 
L 
Lamps for Aircraft Lighting 211 
Landscaping, Lighting for (MMILJ) 286 
Library and Lounge, University of Pitts- 
burgh 548 
Library, Lighting a _ 
Light Directing vs. Diffusing Media in 
Luminous Ceiling Areas, Abstract 501 
Light, Form and Design ‘ 165 
Lighting Abroad 19 
Lighting a Church 2038 
Lighting a Smal! Cafeteria 235 
Lighting Education 569 
Lighting for Hotels 359 
(Light Sources) Development of Deluxe 
Fluorescent-Mercury Lamps for Com. 
mercial and Specialized Applications 224 
(Light Sources) Vertical Distribution of 
Light from Gas-Filled Candlepower 
Standards 645 
Lobbies — Hotel, Lighting for . 359 
Low-Bay Industrial, High ae Fluo- 
rescent in 439 
Luminous Ceiling in a Synagogue 184 
Luminous Ceilings With Incandescent 
Lamps 300 
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Machine Shop Relighted “a 

Maintenance Factors and Features of In- 
dustrial Fluorescent Luminaires, Abstract 

Making a Midnight Landmark (MMILJ) 

Managing Director of IES, A. D. Hinck- 
ley Named 

Measurement and Specification of ‘Color 
Rendition Properties of Light Sources 

Measurement of Effective Intensity of Con- 
denser-Discharge Lights, Photometer for 

Measurement of Light and Color 

Measurement of Mercury Lamp Current 
Crest Factor and Its Effect on Lumen 
Maintenance 
Abstract . 

Measurements and Calculations, Abstracts 

Membership 

Membership of Sections and Chapters 

Men's Furnishing Store, Lighting a 

Mercury and Fluorescent Team-Up for 
Industry, Abstract 

Mercury Lamp Current Crest Factor and 
Its Effect on Lumen Maintenance, Meas- 
urement of 

Mercury Lights this Office (MMILJ) 

Mercury Short-Arc Lamps, Optical Appli- 
cations of 

Mercury Vapor Lamps in Street Lighting 
Service, Application Experience with 

Miniature Golf Course, Lighting a 

(MMILJ) Architectural Design Answers 
Lighting Questions ‘ 

(MMILJ) Automobile Showroom 

(MMILJ) Automobile Supply Store 

(MMILJ) Auto Showroom 


(MMILJ) Basketball Court at Northern 
Illinois University 

(MMILJ) Basketball Courts at St. Ignatius 
High School 

(MMILJ) Basketball Court at Woodbridge 
High School 


(MMILJ) Bowling Alleys 

(MMILJ) Colgate University Swimming 
Pool 

(MMILJ) College Fieldhouse 

(MMILJ) Color —Lighting— Design — Three- 
way Treatment to Modernize an Apart- 
ment 

(MMILJ) Conference Room from a Beauty 
Parlor 

(MMILJ) Conference Room from a Park- 
ing Garage 

(MMILJ) Dallas Memorial Auditorium 

(MMILJ) Dance Hall Design ‘ 

(MMILJ) Daylight Plus Electric Light — 
in Schools 

(MMILJ) Eau Claire High School “Audi- 
torium __ 

(MMILJ) Georgia Tech Training Room _ ™ 

(MMILJ) Hardware Sales 

(MMILJ) Home Decor and a 
Area . 

(MMILJ) House of Seagram iinet 

(MMILJ) Jewelry Store 

(MMILJ) Lighting an Inside Stained Glass 
Window 

(MMILJ) Lighting “Booth “and Counter 
Areas 

(MMIL]J) Lighting for Estimating Electri- 
cal Bids 

(MMILJ) Lighting for Landscaping 

(MMILJ) Making a Midnight Landmark _ 

(MMILJ) Mercury Lights This Office - 

(MMILJ) Modern Living from Modern 
Lighting — 

(MMILJ) Newspaper Pressroom _ jocmumneeene 

(MMILJ) Office — Demonstration Room 

(MMILJ) Office Lighting for Sales = 

(MMILJ) Parking Deck : ‘ 

(MMILJ) Quality Lighting in Sample 
Homes 

(MMIL]J) Rug Display 

(MMILJ) Sacred Heart Cathedral 

(MMILJ) Seven Buildings, Seven Ways to 
Light a Church 

(MMILJ) Simplicity, Economy, Suitability: 
Specifications for a Synagogue 

(MMILJ) Staging an Opera on a Mansion 





Porch 
(MMILJ) University of Pittsburgh Library 
and Lounge ot 
(MMILJ) Women’s Specialty Shop - 
Modern Living From Modern Lighting 
(MMILJ) 


Monument, Relighting the Washington - 
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National and Local Officers, List of 


1957-1958 1-42A 
1958-1959 7-17A 
1958-1959 565 
1958-1959 10-37A 
National Lighting Expositions 570 
New Combustible for Photoflash Lamps 657 
Abstract 489 
New Design Approaches to Residential 
Lighting 291 
New Footcandle Tables 425 


New Method of Determining Illumination 








Required for Tasks 416 
New Simple Approach to Group Relamp- 
ing of Fluorescent Lamps, Abstract 500 
New Superhighway 600 
Newspaper Pressroom (MMILJ) 55 
New York International Airport, Outdoor 
Lighting Design for 142 
Niagara Falls, Floodlighting 552 
Abstract 503 
Discussion ai 597 
Now We Know, Editorial 432 
(Office) Conference Room from a Beauty 
Parlor 352 
(Office) Conference Room from a Parking 
Garage 353 
(Office) Cross Hatched Effect of Interior 
Lighting 444 
(Office) Lighting a Reception Area 267 
(Office) Lighting for Estimating Electrical 
Bids 
Office — Demonstration Room (MMILJ) 57 
Offices, High Levels in 536 
Office, High Output Fluorescent in 439 
Office, Mercury Lights This 448 
Office Lighting for Sales (MMILJ) 55 
Officers and Council, List of 
1957-1958 4-42A 
1958-1959 7-17A 
1958-1959 563 
1958-1959 10-37A 
Optical Applications of Mercury Short-Arc 
Lamps . 
Outdoor Applications of New Reflector 
Contour Designs for Higher Output 
Fluorescent Lamps, Abstract 502 
(Outdoor) Floodlighting Grand Coulee 
Dam i 650 
Outdoor Fluorescent Luminaires, 1.E.S. 
Guide for Photometric Testing of 105 
(Outdoor) Lighting an Automobile Park- 
ing Lot 129 
Outdoor Lighting Design “for ‘New York 
International Airport ..0.0000...0€£ 42 
P 
Parking Deck (MMILJ) — 54 
Pavement Brightness (Views and Opinions) 287 
Photoflash Lamps, New Combustible for . 657 
Photographic Method of Brightness Re- 
cording 355 
vienenmeniin Technique, Brightness Survey 
of Two Rooms Using a - 537 
Photographing Lighting Installations naa 652 
Photometer, Automated Universal Distri- 
bution 667 
Photometer for Slensusemnent of Effective 
Intensity of Condenser-Discharge Lights 205 
Photometer for Street Lighting and Other 
Luminaires, Automatic - “ 591 
Photometric Performance of Snanndeasant 
Filament Lighting Units Used in Theatre 
and Television Production, Recom- 
mended Practice for Reporting 516 
Photometric Testing of Outdoor Fluores- 
cent Luminaires, 1.E.S. Guide for 165 
Photometric Testing of Searchlights, 1.E.S. 
Guide for 155 
(Plastics) Recommended Light Character- 
istics of entinctini Used in Ilumina- 
tion 284 
Polystyrene Used in Illumination, ‘Re 
mended Light Characteristics of — —.. 284 
Practical Daylighting Prediction 0.0... 185 
Predetermination of Luminances by Finite 
Difference Equations, Abstract — 469 
President's Report —. 451 
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Progress Report, 
(Public 


1956-1957 
Buildings) Dallas Memorial Audi- 


torium (MMILJ) 627 
(Public Buildings) House of Seagram 
(MMILJ) 573 
Quality Lighting in Sample Homes 
(MMILJ) 578 
R 
Keception Area, Lighting a 267 
Kecommendations for Quality and Quan- 
tity of Illumination 422 
Recommended Levels and Lighting Prac- 
time 697 
Recommended Levels of Illumination 415 
Kecommended Light Characteristics of 
Polystyrene Used in Iilumination 234 
Recommended Practice for Reporting Pho- 
tometric Performance of Incandescent 
Filament Lighting Units Used in Theatre 
and Television Production 516 
Regional Activities — General Secretary's 
Report . 683 
Regional Vice- Presidents, List of 
1957-1958 442A 
1958-1959 7-17A 
1958-1959 564 
1958-1959 10-37A 
Relighting the Washington Monument 433 
Report No. | of LES. Committee on 
Quantity and Quality of Illumination _. 422 
R , Abstracts of Conference Sessions 462 
(Residential) Celebrate Christmas With 
Light 598 
(Residential) Color — Lighting — Design — 
Three-way Treatment to Modernize an 
Apartment 587 
(Residential) Custom Lighting for a a | Built- 
in - 651 
(Residential) * “Enlarging” a Small Home 577 
(Residential) Home Lighting — a aaa 
Style - canst 307 
(Residential) House of the Future 405 
(Residential) Lighting Glass Shelves 59 
(Residential) Lighting a Window Wall 613 
(Residential) Luminous Ceilings With In- 
candescent Lamps ‘ 300 
(Residential) Modern Living ‘from Modern 
Lighting 584 
(Residential) Quality Lighting in Sample 
Homes <n is 578 
(Residential) Transilluminated Curtains 209 
(Residential) Wall Lighting for Hallways 241 
Residential Lighting, New Design Ap- 
proaches to 291 
Residential Lighting, Progress in 15 
Restaurant Kitchens 140 
Restaurant, The Golden Door (Idlewild) 530 
Restaurants ~ 400 
Restaurants — Hotel, Lighting for 359 
(Restaurants) Lighting a Smal! Cafeteria 26 
Roadway Lighting System, manatee the 
Cost of a 269 
Rug Display (MMILJ) .- 171 
Sacred Heart Cathedral (MMILJ) 437 
(School) College Fieldhouse — 53 
(School) University of Pittsburgh rear 
and Lounge 548 
Schools, Daylight Plus Electric Light | in 191 
Searchiights, 1.E.S8. Guide for Photometric 
Testing of = 155 
Section and Chapter ¢ Officers, “List ot 
1957-1958 - 4-42A 
1958-1959 ___ . 7-17A 
1958-1959 eee , - 565 
1958-1959 _10-37A 
Section Chairmen, List of 
1957-1958 . . 4-42A 
1958-1959 Se, | 
1958-1959 seeeernnccenenaesueeenaesaonesmmanasent 565 
1958-1959 10-37A 
Seagram, House of (MMILJ) 573 
Self-Ballasted Vapor Lamps—New Basic 
Design and New Improved Types, Ab- 
stract 486 
— Stations, High Output Fluorescent 
439 
oan Buildings, ‘Seven Ways ‘to Light a 
Church (MMILJ) — ' 113 
Short-Arc Lamps, Circuits for echimisinanseninns 606 
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Show Window Lighting 

Signal Lighting, Fifty Years of 

Signs at Southdale Shopping Center 

(Signs) Floodlighting a Sign 

(Signs) New Superhighway 

Skylights, Efficiency of Domed Acrylic 

Smaller, More Efficient 100-Watt Incan- 
descent Lamp 

Sources, Abstracts 

(Sources) Glow Discharge Characteristics of 
Fluorescent Lamps 

(Sources) Measurement of Mercury Lamp 
Current Crest Factor and Its Effect on 
Lumen Maintenance 

(Sources) New Combustible for Photoflash 
Lamps 

(Sources) Optical Applications of Mercury 
Short-Arc Lamps 

(Sources) Spectral Luminosity of Fluores- 


cent Lamps 
Spectral Luminosity of Fluorescent Lamps 
(Sports) Architectural Design Answers 


Lighting Questions (MMILJ) 
(Sports) College Fieldhouse (MMILJ) 


(Sports) Dallas Memorial Auditorium 
(MMILJ) 

(Sports) Floodlighting a Harness “Race 
Track 


(Sports) Lighting a Curling Rink - 

(Sports) Lighting a Miniature Golf Course 

(Sports Lighting) Basketball Courts 

Staging an Opera on a Mansion Porch 

Stained Glass Window, —s an Inside 
(MMILJ) 

Standing Committees, Report o 

(Store) Automobile Showroom (MMILJ) 

(Store) Hardware Sales (MMILJ) 

(Store) Jewelry (MMILJ) 

Store, Lighting a Men’s Furnishing 

(Store) Rug Display 

(Store) Women's Specialty Shop (MMILJ) 

Street Lighting, Abstracts 

(Street Lighting) Analysis of Light Distri- 
butions from Linear Source Street Lumi- 
naires = - 

(Street Lighting) Automatic Photometer 
for Street Lighting and Other Luminaires 

(Street Lighting) Baltimore Harbor Tunnel 
and its Approaches (MMILJ) 

(Street Lighting) Estimating the Cost of a 
Roadway Lighting System 4 

Street Lighting Luminaires, Automatic 
Processing of Photometric Test Data for 

(Street Lighting) New Superhighway 

Street Lighting Service, Application Ex- 
perience With Mercury Vapor Lamps in 

Striking Potentials of Long, Low Pressure, 
Rare-Gas Electric Discharges With and 
Without Mercury - 

Study of Glare from Very Large Sources, 


Abstract 
Swimming Pool, Colgate University 
(MMILJ) ; 
Synagogue, Simplicity, Economy, Suitabil- 


ity: Specifications for a (MMILJ) 
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Taylor, George J., President, 1958-1959 

(Technical Committee Report) 1.E.S. Guide 
for Measuring and Reporting Daylight 
Illumination 

(Technical Committee Report) 1.E.S. Guide 
for Photometric Testing of Outdoor 
Fluorescent Luminaires ~ 

(Technical Committee Report) 1.E.S. Guide 
for Photometric Testing of Searchlights 

(Technical Committee Report) Lamps for 
/ veraft Lighting 

(Technical Committee Report) Lighting for 
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Technical Committees, Report on .- 
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Temperature on the a —T Ef- 
fects of High Operating - eeaiai 
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Terminal City (Idlewild) The Golden Door 
Restaurant — 
Terminal City — 
Building 
Theatre and Television Production, Rec- 
om: Practice for Reporting Pho- 
tometric Performance of Incandescent 
Filament Lighting Units Used in — 
Theoretical and Practical Light Distribu- 
tion for Roadway Lighting, Abstract 
(Transactions) A tic Ph for 
Street Lighting and Other Luminaires 
(Transactions) Automated Universal Dis- 
tribution Photometer 
(Transactions) Influence of Electrode Ma- 
terials on Fluorescent Lamp Discolora- 
ae = ani “ 
(Transactions) Measurement of Mercury 
Lamp Current Crest Factor and Its Ef- 
fect on Lumen Maintenance, Measure- 
ment of 
(Transactions) New Combustible for Photo- 
flash Lamps 
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Uses of New Mercury Lamps (Discussion) 
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Judd, Deane B. oo Mdeamnseaies of Light 
and Color . SS ee 61 
K 
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Loughridge, F. A. — Effects of High Oper- 
ating eens ain on the Lamp En- 
velope “ad 622 
Abstract gull 485 
Lynn, Tom — Conference Room from a 
Parking Garage —..__._.__............. 3538 
M 
MacMillen, J. W.— Rug Display (MMILJ) 171 
Maddox, Ruth Patterson — Photographing 
Lighting Installations 652 
Marsh, C. and E. — Photographic Method 
of Brightness Recording $55 
Martin, Leonard F.— Enrichment of Lumi- 
nous Ceilings, Abstract — 505 
Martt, E. C. — Measurement of Mercury 
Lamp Current Crest Factor and Its Ef- 
fect cn Lumen Maintenance 00 630 
IN necntnttinrcemctstincianivimnnenipenis On 
McCarthy, R. A. — Evaluation of Perform- 
ance of Polystyrene Components of Fluo- 
rescent Luminaires in Actual Service and 
Under Accelerated Testing, Abstract - 507 
McFarland, Robert H.— Striking Potentials 
of Long, Low-Pressure, Rare-Gas Electric 
Discharges With and Without Mercury . 557 
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The 1958-1959 listing is complete as of December 12, 1958. For later appoint- 
ments, see index to 1959 or committee listings in ILLUMINATING ENGINEERING. 
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ABRAMOWITZ, ABRAHAM, City College of 
New ig 139th St. and Convent Ave., New 
York 27, N. Y. 

Nomenclature Committee, 1958-1959. 
ACKENDORF, WILLIAM -. Niagara Mohawk 
Power Corp., 535 Wa rs St., Buffalo, N. Y. 

Chairman, Western New York Section, 1957- 

1958, 

ADAMS, CECIL, Scott Jaqua Co., Inc., 31 E. 
Georgia St., Room 214, Indianapolis, Ind. 

Secretary, Indiana Section, 1958-1959. 
ADAMS, E. Q., 5525 Clement Drive, 
Heights, Ohio. 

Nomenclature Committee, 1957-1959. 
ADAMS, JOHN C., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Subcommittee on Hospitals and Subcommittee 

on Churches of the Institutions Committee, 

1958-1959. 
ADRIAN, W.M., 
St., Chicago, Ill. 

Subcommittee on Marine Transportation of 

the Committee on Public Conveyances — In- 

terior Lighting, 1957-1959. 





Maple 


Luminator Inc., 120 N. Peoria 


AKE, TED, The Miller Company, Meriden, 
Conn. 

Store Committee, 1957-1958. 
ALBACH, CARL, P. O. Bex 4225, Santa Fe, 


New Mexico. 

Allied Arts Committee, 1957-1959. 
ALDEN, P. K., Philadelphia Electric Company, 
21! S. Broad St., Philadelphia 5, Pa. 

Student Membership Committee, 1957-1958. 
ALEXANDER, H.W., Ritter Co. Inc., 400 West 


Ave., Rochester, N. Y. 
Subcommittee on Hospitals of the Institutions 
Committee, 1957-1959. 

ALLEN, CARL, General Electric Co., Nela Park, 
Cleveland 12, Ohio. 
Secretary, School Committee, 1957-1958; 
Chairman, Subcommittee on Revision of 
School Handbook Section of the School Com- 
mittee, 1957-1958. 

ALLEN, P. K., General Electric Co., P. O. Box 
7427, Baltimore, Md. 


Chairman, Marviand Section, 1957-1958. 
ALLEN, ROBERT, Westinghouse Electric Corp., 
Merchandise Mart Plaza, Chicago, Il. 

Education Committee, 1957-1959; Subcommit- 

tee on Revision of “Lighting Fundamentals 

Course” of the Education Committee, 1957- 

1958 
ALLISON, R. C., The T. Eaton Co. Ltd., To- 
ronto 1, Ont. 

Progress Committee, 1957-1959; Store Commit- 

tee, 1957-1959; Chairman, Subcommittee on 

Color of the Aviation and Signal Committee, 

1957-1959; 1958 Conference Executive Com- 

mittee, 1957-1958. 

ALLPHIN, WILLARD, Sylvania Electric Prod- 
ucts Inc., Salem, Mass. 

Board of Fellows, 1957-1959; Committee on 

Quantity and Quality of IMlumination, 1957- 

1959; Schoo! Committee, 1957-1959. 
ALMOND, R., Almond Electric Co., 
4th St., Box 571, Tulsa, Okla. 

Secretary, Oil Capital Section, 1957-1958. 
ALMRYDE, A. S., Public Service Co., Div. of 
Commonwealth Edison Co., 305 Washington St., 
Waukegan, Ill. 

Office Committee, 1957-1959; Committee on 

Handbook Revision, 1957-1959. 

ALTREE, ERIC, Pittsburgh Reflector Co., 403 
Oliver Bidg., Pittsburgh 22, Pa. 

Progress Committee, 1957-1959. 

AMICK, C. L., Daybrite Lighting Inc., 5411 
Bulwer Ave., St. Louis, Mo. 

Chairman, National Technical Conference, 

1957-1959; Office Committee, 1957-1959. 
ANDERSON, G. T., JR., Philadelphia Electric 
Co., 1015 Chestnut St., Philadelphia, Pa. 

Subcommittee on Editorial Content and Tech- 

nical Data Sheets of the Publications Com- 

mittee, 1957-1958. 
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ANDERSON, HERBERT A., Duro-Test Corp., 
2321 Hudson Bivd., N. Bergen, N. J. 

Vice-Chairman, Light Sources Committee, 

1958-1959; Member, 1957-1958; Progress Com- 

mittee, 1957-1959; Chairman, New York Sec- 

tion, 1957-1958; Lighting Service Committee, 

1957-1958. 

ANDRE, SAYLORS J., Georgia Power Co., 15 
Forsythe St., Atlanta, Ga. 

Secretary, Georgia Section, 1957-1958. 
ANDREWS, T. G., University of Maryland, 
College Park, Md. 

Subcommittee on Signal Lighting of the Avia- 

tion and Signal Committee, 1958-1959; Com- 

mittee on Elements of Signal Lighting, 1957- 

1958. 
ANGIER, y F., 
ton 12, D. 

he toad " Subcommittee on Signal Lighting 

of the Aviation Committee, 1957-1959; Sub- 
committee on Ground Lighting of the Avia- 
tion and Signal Committee, 1958-1959; Avia- 
tion Committee, 1957-1958; Chairman, Sub- 
committee on Definitions and Terms of the 

Aviation Committee, 1957-1958; Subcommittee 

on Airport Taxiway Lighting and Subcom- 

mittee on Papers of the Aviation Committee, 

1957-1958. 

ARENBERG, A. L., Luminator-Harrison Inc., 
500 North Orleans St., Chicago, Ill. 

Committee on Public Conveyances — Interior 

Lighting, 1957-1959; Subcommittee on Interior 

Lighting — Land Transportation of the Com- 

mittee on Public Conveyances—Interior Light- 

ing, 1957-1958. 

ARNER, W. J., Libbey-Owens-Ford Glass Co., 
1701 E. Broadway, Toledo 5, Ohio. 

Daylighting Committee, 1957-1959; Subcom- 

mittee on Revision of Recommended Practice 

for Daylighting of the Daylighting Committee, 

1957-1959; Subcommittee on Brightness Ratio 

Measurement of the Daylighting Committee, 

1957-1958. 

ASHE. F.C., Kopp Glass Inc., Palmer St., Swiss- 
vale, Pittsburgh 18, Pa. 

Subcommittee on Ajrcraft Lighting and 

Ground Lighting of the Aviation and Signal 

Committee, 1958-1959; Aviation Committee, 

1957-1958; Chairman, Subcommittee on Bib- 


14 Valley View Ave., Washing- 


liography of the Aviation Committee, 1957- 
1958. 
AVERY, B. F., General Electric Co., 165 N. 


Canal St., Chicago 6, II. 
Education Committee, 1957-1959; Secretary, 
Chicago Section, 1957-1958; Institutions Com- 
mittee, 1957-1958; Subcommittee on Revision 
of “Lighting Fundamentals Course” of the 
Education Committee, 1957-1958. 


BABCOCK, ROBERT D., General Electric Co., 
185 Church St., New Haven, Conn. 

Lighting Service Committee, 1957-1959; Chair- 

man, Connecticut Section, 1957-1958. 
BACALAR, A. M., Luminous Ceilings Inc., 
2500 W. North Ave., Chicago, Ill. 

Education Committee, 1957-1959; Subcommit- 

tee on Revision of “Lighting Fundamentals 

Course” of the Education Committee, 1957- 

1958. 

BAHNAK, JOHN, 711 S. Lake St., Minneapolis 
8, Minn. 

Secretary, Twin City Section, 1958-1959. 
BAHLS, FRED, Philadelphia Electrical & Mig. 
Co., 1236 N. Sist St., Philadelphia 21, P: 

Subcommittee on Service Station and Parking 

Areas of the Store Committee, 1957-1958. 
BAILER, EDMUND F., 3518 Farthing Drive, 
Silver Spring, Md. 

Secretary, Capital Section, 1957-1958. 


BAILEY, J. R., Jefferson Electric Co., Bell- 
wood, Iil. 
Publications Committee, 1958-1959. 
ner Hn taa0 . . . ew YT > san a. 


















BAKEMAN, C. T., 445 Bryant St., San Fran- 
cisco, Calif. 

Office Committee, 1957-1958. 
BAKER, ERVIN, Sylvania Electric 
Inc., Salem, Mass. 

1.E.S.-American Society of Agricultural Engi- 

neers Committee, 1957-1959. 

BAKER, GEORGE E., Pacific Gas & Electric 
Co., 86 So. 3rd St., San Jose, Calif. 


Products 


1959 Conference Executive Committee, 1958- 
1959. 
BAKER, JOHN S., 609 Third Avenue, North 
Troy, N. Y. 
Chairman, Eastern New York Section, 1958- 
1959. 
BALDRY, G. L., P. O. Box 2492, Amarillo, 
Texas. 
Secretary, Panhandle Chapter, 1958-1959. 


BALE, JAMES R., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Sports and Recreational Areas Committee, 

1957-1959; Subcommittee on Service Stations 

and Parking Areas of the Store Committee, 

1957-1959. 

BALDWIN, DAVID M., Institute of Traffic 
Engineers, 2029 K St., N. W., Washington, D. C. 

Roadway Lighting Committee, 1957-1958. 
BALL, E. L., Convair Div., General Dynamica 
Corp., Fort Worth, Texas. 

Subcommittee on Aircraft Cockpit Lighting of 

the Aviation Committee, 1957-1958. 

BALL, WALTER L., Stone & Webster Engi- 
neering Corp., 49 Federal St., N. Abingdon, 
Mass. 

Chairman, New England Section, 1957-1958. 
BALLARD, R. E., Connecticut Power & Light 
Co., P. O. Box 2010, Hartford, Conn. 

Public Relations and Information Committee, 

1958-1959; Subcommittee on Luminaire Main 

tenance of the Roadway Committee, 1957- 

1958. 

BALOGH, EDWARD, Sunbeam Lighting Co., 
777 E. 14th Place, Los Angeles, 21, Calif. 

Secretary, Southern California Section, 

1959; Industrial Committee, 1957-1959. 
BANAHAN, L. O., Ohio Edison Co., 47 N. 
Main St., Akron 8, Ohio. 

Chairman, Cleveland Section, 1958-1959 
BANTON, JAMES A., Tampa Electric Co., 


1958- 


Tampa, Fla. 
Vice-President, Southeastern Region, 1957- 
1959; Regional Activities Committee, 1957- 
1959. 


BARBROW, L. E., National Bureau of Stand- 

ards, Washington 25, D. C. 
Papers Committee, 1957-1959; Committee on 
Light Sources, 1957-1959; Daylighting Com- 
mittee, 1957-1959; Nomenclature Committee, 
1957-1959; Committee on Constitution and 
Procedures, 1957-1958; Subcommittee on Tech- 
nical Content of the Publications Committee, 
1957-1958. 

BARE, R. W., R. P. Stahl, 

Glenstone, Springfield, Mo. 
Secretary, Ozark Chapter, 1958-1959. 

BARNES, JAMES E., Pacific Gas & Electric Co., 

P.O. Box 540, San Rafael, Calif. 
Vice-President, South Pacific Coast Region, 
1958-1959; Regional Activities Committee, 
1958-1959; National Technical Conference 
Committee, 1958-1959; Chairman, Subcommit- 
tee on Sawmills of the Industrial Committee, 
1957-1959. 

BARNES, RICHARD W., RR #2, Box 279, San 

Antonio, Texas. 
Chairman, Alamo Section, 1958-1959; Secre- 
tary, Alamo Section, 1957-1958. 

BARR, A. C., General Electric Co., Nela Park, 

Cleveland, Ohio. 
Finance Committee, 1957-1959; Advance Plan- 
ning Committee, 1958-1959. 

BARR, TAYLOR M., Central Hudson Gas & 

Electric Corp., 47 Cannon St., Poughkeepsie, 

N.Y. 

General Board of Examiners, 1958-1959. 
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BARR, W. G., National Parking Association, 
711 14th St., N.W., Washington 5, D. C. 

Subcommittee on Service Station and Parking 

Areas of the Store Committee, 1957-1959. 
BARRY, BART D., JR., Western Massachusetts 
Electric Co., 65 State St., Springfield, Mass. 

Chairman, Yankee Chapter, 1958-1959; Secre- 

tary, Yankee Chapter, 1957-1958. 

BARTLEY, E., Grimes Mfg. Co., 515 N. Rus- 
sell, Urbana, Ohio. 

Subcommittee on Aircraft Cockpit Lighting of 

the Aviation Committee, 1957-1958. 
BATEMAN, J. W., Canadian General Electric 
Co., Ltd., 165 Dufferin St., Toronto, Ont. 

Board of Fellows, 1958-1959; Co-Chairman, 

Defense Coordinating Committee, 1957-1958; 

National Technical Conference Committee, 

1957-1958; Chairman, 1958 Conference Execu- 

tive Committee, 1957-1958; Sports and Rec- 

reational Areas Committee, 1957-1958. 
BATES, F. C., Bates Engineering Co., 
Main St., Salt Lake City, Utah. 

Chairman, Utah Section, 1957-1958. 
BATTIG, MARIANNE, Northern States Power 
Co., 15 South 5th St.. Minneapolis 2, Minn. 

Committee on Residence Lighting Forums, 

1958-1959; Contributing Subcommittee on 

Home Lighting Data Sheets of the Publica- 

tions Committee, 1958-1959. 
BAUER, J. S., Penn Wire Glass 
delphi. 3, Pa 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Convevances — Interior Lighting, 1957-1958. 
BAUMGARTNER, G. R., Genera! Electric Co., 
Nela Park, Cleveland 12, Ohio. 

Committee on Light Control and Equipment 

Design, 1957-1959. 

BAYHA, WALTER G., Bayha, Weir & Fenato, 
1945 Sansome St., San Francisco 7, Calif. 

Secretary, Golden Gate Section, 1957-1958. 
BEACH, THOMAS F., Southern Equipment 
Co., 1102 N. Cherry, San Antonio 6, Texas. 

Secretary, Alamo Section, 1958-1959. 
BEADLE, T. W., Washington Water Power Co., 
P.O. Drawer 1445, Spokane 10, Wash. 

Chairman, Inland Empire Chapter, 1958-1959. 
BEAGLE, H. S., Electrical Testing Laboratory, 
2 East End Ave., New York 21, N. Y. 

Finance Committee, 1958-1959; Subcommittee 

on Luminaire Maintenance of the Roadway 

Committee, 1957-1958. 

BEALS, G. W., The Miller Company, Meriden, 
Conn. 

Advance Planning Committee, 1957-1958; 

Committee on Constitution and Procedures, 

1957-1958, 

BEAR, W. P., 8344 Lullaby Lane, 
City, Calif. 

Historical Committee, 1957-1959. 
BEAZLEY, W. P., Northern Electric Co., Ltd., 
1000 Guy St., Montreal, Que. 

Chairman, Montreal Section, 1957-1958. 
BEEK, WALTER E., B. C. Electric Company, 
Ltd., 820 Pandora Ave., Victoria, B. C., Canada. 

Secretary, Vancouver Island Chapter, 1957- 

1959. 

BEGGS, FE. W. 

Progress Committee, 1957-1959; Subcommittee 

on Color Rendition of the Light Sources Com- 

mittee, 1957-1958. 

BELDEN, STUART, American Bosch Arma 
Corp., Roosevelt Field, Garden City, L. 1., N.Y. 

Searchlight Committee, 1957-1959; Subcom- 

mittee on Light Sources of the Searchlight 

Committee, 1957-1959. 

BELTZ, L. L., Ford Motor Company, 
Box 2055, Dearborn, Mich. 


10 S. 


Co., Phila- 


Panorama 


P. O. 


Motor Vehicle (Exterior) Committee, 1957- 
1958. 
BENJAMIN, WARREN 0., Corning Glass 


Works, Corning, N. Y. 
Light Control and Equipment Design Com- 
mittee, 1958-1959. 

BENNETT, LLOYD 


Residence Lighting Forums Committee, 1958- 
1959 
BENNING, B. F., Graybar Electric Co. Inc., 


420 Lexington Ave., New York 17, N. Y. 
Committee on Sustaining Membership, 1958- 
1959. 

BENSON, B. S., JR., Benjamin Electric Mfg. 

Co., Des Plaines, Il. 

Papers Committee, 1957-1959; Chairman, Com- 
mittee on Quality and Quantity of Illumina- 


tion, 1957-1958; Subcommittee on Technical 
8 Personnel Index 
COCKRELL, CLARENCE, 2712 Live Oak, 


Dallas 4, Texas. 
Committee on Residence lichting Bacume 


Content of the Publications Committee, 1957- 
1958. 
BENZ, F. D., JR., Fred D. Benz Co., 444 
Brannan St., San Francisco 7, Calif. 
1959 Conference Executive Committee, 1958- 
1959. 
BERG, JOHN C., B. A. Travis & Associates, 
407 Medical Arts Bldg., Seattle, Wash. 
Chairman, Puget Sound Section, 1957-1958. 
BERTSCHE, R. H., GMC Truck & Coach Div., 
General Motors Corp., 660 So. Boulevard East, 
Pontiac, Mich. 
Subcommittee on Interior Lighting — Land 
Transportation of the Committee on Public 
Conveyances — Interior Lighting, 1957-1958. 
BEVAN, ROY E., Sylvania Electric Products, 
Inc., 6505 E. Gayhart St., Los Angeles, Calif. 
Chairman, Southern California Section, 1957- 
1958. 
BIESELE, R. L., JR., Fenwal, Inc., 60 Pleasant 
St., Ashland, Mass. 
Daylighting Committee, 1957-1959; School 
Committee, 1957-1959; Papers Committee, 
1957-1958; Subcommittee on Technical Con- 
tent of the Publications Committee, 1957-1958. 
BLACKWELL, H. R., Ohio State University 
Research Center, 1314 Kinnear Rd., Columbus 
8, Ohio. 
Defense Coordinating Committee, 1957-1959; 
Subcommittee on Signal Lighting of the Avia- 
tion and Signal Commitiee, 1958-1959; Com- 
mittee on Elements of Signal Lighting, 1957- 
1958. 
BLEECKER, ANTHONY L.,_ Philadelphia 
Electric Co., 211 So. Broad St., Philadelphia, Pa. 
Subcommittee on Churches of the Institutions 
Committee, 1957-1959. 
BLEISCH, NELSON, Union Electric Co., 315 
N. 12th St., St. Louis 1, Mo. 
Contributing Subcommittee — Home Lighting 
Data Sheets of the Publications Committee, 
1957-1959 
BLINKILDE, P. J., Chrysler Corp., Box 1118, 
Detroit 31, Mich. 


Motor Vehicle (Exterior) Committee, 1957- 
1958. 
BLITZER, W. F., Lightolier Inc., Jersey City 5, 
N. J. 


Residence Lighting Committee, 1957-1959. 
BLOIS, S. O., Pacific Gas & Electric Co., 245 
Market St., San Francisco 6, Calif. 


1959 Conference Executive Committee, 1958- 
1959. - 
BLYTHE, JAMES D., Indianapolis Power & 


Light Co., 25 Monument Circle, Indianapolis 6, 
Ind. 

Roadway Committee, 1957-1959. 

BOCK, J. E., 6 Irving Road, Scotia 2, New 
York. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1957-1959. 
BOEHNING, A. W., JR., 1841 Lomas Bilvd., 
N. E., Albuquerque, N. M. 

Chairman, New Mexico Chapter, 1958-1959. 
BOGGS, J. C., U. S. Army Engineer Research 
& Development Laboratories, Fort Belvoir, Va. 

Liaison Representative, Searchlight Commit- 

tee, 1957-1959; Subcommittee on Visibility of 

Targets and Sources of the Searchlight Com- 

mittee, 1957-1959. 

BOGHOSIAN, E., Dept. of the Navy, Bureau 
of Ships, Washington 25, D. C. 

Chairman, Committee on Public Conveyances 

— Interior Lighting, 1957-1959; Committee on 

Quantity and Quality of Illumination, 1957- 

1959; Searchlight Committee, 1957-1959; 

Chairman, Subcommittee on Nomenclature of 

the Searchlight Committee, 1957-1959; Sub- 

committee on Marine Transportation of the 

Committee on Public Conveyances — Interior 

Lighting, 1957-1959; Subcommittee on Air- 

craft Lighting and Subcommittee on Ground 

Lighting of the Aviation and Signal Com- 

mittee, 1958-1959; Aviation Committee, 1957- 

1958; Subcommittee on Aviation Lamps (Mini- 

ature) and Subcommittee on Aviation Lamps 

(Large) of the Aviation Committee, 1957- 

1958; Executive Subcommittee and Subcom- 

mittee on Revision of IES Handbook of the 

Searchlight Committee, 1957-1958. 

BOOTH, W. W., General Electric Supply Co., 
1260 Boston Ave., Bridgeport, Conn. 

Sustaining Membership Committee, 1957-1959. 
BOURDON, D. J., Amalgamated Electric Corp., 
Ltd., 677 Notre Dame Ave., Winnipeg, Man. 

Committee on Allied Arts, 1958-1959. 


CRAVATH, JAMES R., 2152 Ward St., Berke- 
ley 5, Calif. 
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BOWEN, EDWARD F., City Electric Dept. 
P. W., City of Fresno, 2326 Fresno St., Fresno, 
Calif. 

Secretary, Yosemite Chapter, 1958-1959. 

BOX, P. C., George Barton & Assoc., 600 Davis 

St., Evanston, Ill. 

Roadway Committee, 1957-1959; Coordinating 

Subcommittee of the Roadway Committee, 

1958-1959. 

BOYD, R. A., University of Michigan, P.O. Box 

2008, Ann Arbor, Mich. 

Daylighting Committee, 1957-1958; Chairman, 

Coordinating Subcommittee of the Daylight- 

ing Committee, 1957-1958; Subcommittee on 

Availability of Daylight (Exterior) and Sub- 

committee on Brightness Ratio Measurement 

of the Daylighting Committee, 1957-1958. 
BOYLE, J. K., Tampa Electric Co., Tampa, Fla. 

Secretary, Florida Section, 1958-1959. 
BOYLEN, ALFRED W., Klieg! Bros., $21 W. 
50th St., New York, N.Y. 

Theater-Television Committee, 1957-1959. 
BOYLES, LLOYD, Oklahoma Gas & Electric 
Co., 321 No. Harvey, Oklahoma City, Okla 

Chairman, Central Oklahoma Chapter, 1957- 

1958. 

BRADLEY, R. D., Day-Brite Lighting Inc., 411 

Bulwer Ave., St. Louis 7, Mo. 

Chairman, Institutions Committee, 1958-1959; 

Maintenance Committee, 1957-1959; School 

Committee, 1957-1959; Committee on Testing 

Procedures, 1957-1959; Chairman, Subcommit- 

tee on Practical Guide to Photometry of the 

Committee on Testing Procedures, 1957-1959; 

Subcommittee on Practical Guide for Bright- 

ness Measurements and Subcommittee on 

Guide for Determination and Specification of 

Diffusion and Hiding Power of Fixture Dif- 

fusing Materials of the Committee on Test- 

ing Procedures, 1958-1959; Subcommittee on 

Guide for Interpretation of Test Data and 

Results of the Committee on Testing Proce- 

dures, 1957-1959; Subcommittee on Guide for 

Photometric Testing of Fluorescent Lumi- 

naires of the Testing Procedures Committee, 

1957-1959. 

BRADY, FRANK B., General Precision Equip- 

ment Corp., 777 Fourteenth St., N. W., Suite 

611, Washington 5, D.C. 

Subcommittee on Aircraft Lighting and Sub- 

committee on Ground Lighting of the Avia- 

tion and Signal Committee, 1958-1959; Avia- 

tion Committee, 1957-1958. 

BRAINERD, A. A., Star Route, Erwinna, Pa. 
Industrial Lighting Committee, 1957-1959; 
Committee on Maintenance, 1957-1959; Day- 
lighting Committee, 1957-1959. 

BRAMLEY, C. S., General Electric Co., 570 

Lexington Ave., New York 22, N. Y. 
Theater-Television Committee, 1957-1959. 

BRECKENRIDGE, F. C., National Bureau of 

Standards, Washington 25, D. C. 

Technical Secretary, Aviation and Signal 

Committee, 1958-1959; Member, 1957-1958; 

Papers Committee, 1957-1959; Subcommittee 

on Signal Lighting of the Aviation and Signal 

Committee, 1957-1959; Subcommittee on Air- 

craft Lighting and Subcommittee on Ground 

Lighting of the Aviation and Signal Commut- 

tee, 1958-1959; Chairman, Subcommittee on 

Papers of the Aviation Lighting Committee, 

1957-1958; Subcommittee on Technical Con- 

tent of the Publications Committee, 1957- 

1958. 

BRIGGS, MAXINE, Hunzicker Brothers, 105 

E. California, Oklahoma City, Okla. 
Secretary, Central Oklahoma Chapter, 
1958. 

BROCARD, MRS. TULA, Dept. of Health, 

Education and Welfare, Washington 25, D. C. 
1.E.S.- U.S. Public Health Service Task Com- 
mittee, 1957-1959. 

BRODEUR, A. C., JR., Western Massachusetts 

Electric Co., 73 State St., Springfield, Mass. 
Lighting Service Committee, 1957-1959. 

BROOM, M. E., Southern College of Optome- 

try, 1246 Union Ave., Memphis 4, Tenn. 

Committee on Student Membership, 

1958. 

BROTZMAN, R. P., Philadelphia Electric Co., 

2301 Market St., Philadelphia 3, Pa. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Luminaire Maintenance of the Road- 

way Committee, 1957-1958; Subcommittee on 

General Light Sources of the Roadway Com- 

mittee, 1957-1958. 
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dures, 1958-1959; Chairman, Subcommittee 
on Guide for Determination and Specification 











BROUSSARD, T. G., Westinghouse Electric 
Corp., 3001 Walnut St., Philadelphia 4, Pa. 

Chairman, Philadelphia Section, 1958-1959. 
BROWDER, J. B., Georgia Power Co., 75 
Marietia St., N. W., Atlanta 1, Ga. 

Vice-President, 1957-1959; Chairman, Advi- 

sory Board to the President, 1957-1959; Coun- 

cil Executive Committee, 1958-1959; Member, 

1957-1958; Ex-Officio Member of all Techni- 

cal Committees, 1958-1959; Chairman, Re- 

gional Activities Committee, 1957-1958; Na- 

tional Technical Conference Committee, 1957- 

1958; Task Subcommittee 1958 Conference 

Executive Committee, 1957-1958. 

BROWN, DONALD R., Crouse-Hinds Co., Syra- 
cuse, N. Y. 

Sports and Recreational Areas Committee, 

1957-1959; Subcommittee on Service Stations 

and Parking Areas of the Store Committee, 

1957-1959. 

BROWN, FRANK E., 
Farmington, Conn. 

Membership Committee, 1957-1958. 

BROWN, L. H., Stanford University, Stanford, 
Calif. 

School Committee, 

lows, 1957-1959; Education Committee, 

1958. 

BROWN, R. B., JR., Boston Edison Co., 182 
Tremont St., Boston, 12, Mass. 

Defense Coordinating Committee, 1957-1959. 
BROWN, ROBERT W., Cincinnati Gas & Elec- 
tric Co., Cincinnati, Ohio. 

Regional Activities Committee, 1958-1959; 

Committee on Allied Arts, 1958-1959. 
BRUESEWITZ, M. H., Wisconsin Electric Pow- 
er Co., 251 W. Michigan St., Milwaukee, Wis. 

Chairman, Milwaukee Section, 1958-1959. 
BRUUN, SVEND W., 626 Frederick St., Ridge- 
wood, N. J. 

General Board of Examiners, 1957-1959. 
BUCHANAN, CHARLES D., Fluorescent Fix- 
tures of California, 352 Shaw Road, So. San 
Francisco, Calif. 

1959 Conference Executive Committee, 

1959 
BUCHER, R. S., Philadelphia Electric & Mfg. 
Co., 1236 N. Sist St., Philadelphia 21, Pa. 

Roadway Committee, 1957-1959; Coordinating 

Subcommittee of the Roadway Committee, 

1958-1959. 

BUCK, G. B., JR., General Electric Co., Den- 
ver, Colo 

Membership Committee, 1957-1958. 
BUCKLER, D. A., Green, Blandenstein, Russell, 
Assoc., 222 Osborne St. North, Winnipeg, Man. 

Chairman, Winnipeg Chapter, 1957-1958. 
BUELL, R. E., Northern Electric Co., Ltd., 
Howe Avenue, Halifax, N. S. 

Secretary, Bluenose Chapter, 1958-1959. 
BULL, H. S., University of Michigan, 
Arbor, Mich. 

Daylighting Committee, 1957-1959. 
BURGESS. G. F., California Electric Power Co., 
2885 Foothill Blvd., San Bernardino, Calif. 

Chairman, Arrowhead Chapter, 1958-1959. 
BURNARD, A. C., Box 86, St. James P. O., St. 
James, Man. 

Chairman, Winnipeg Chapter, 1958-1959. 
BURNHMAM, R. D., R. D. Burnham & Associ- 
ates, P. O. Box 202, Lorraine, Ohio. 

Subcommittee on Guide for Reporting Light- 

ing Equipment Engineering Data of the Com- 

mittee on Testing Procedures for Illumina- 

tion Characteristics, 1957-1958. 

BURNS, J. J., General Electric Co., 361 East 
Paces Ferry Road N. E., Atlanta 5, Ga. 

Secretary, Georgia Section, 1958-1959. 
BURRIS, MERLE, JR., Iowa Public Service 
Co., Sioux City, Iowa. 

Secretary, Cornhusker Section, 1957-1958. 
BURSON, J. H., Westinghouse Electric Corp., 
410 Bush St., San Francisco, Calif. 

1959 Conference Executive Committee, 1958- 

1959. 

BUSH, L. R., Bush-May & Associates, 26 Peach- 
tree Pl., N. W., Atlanta, Ga. 

Progress 


jJR., P. O. Box 416, 


1957-1959; Board of Fel- 
1957- 


1958- 


Ann 


Committee, 1957-1959. 
BUTLER, T. W., Hub Electric Co. Inc., 2255 


W. Grand Ave., Chicago 12, Ill. 
Theater-Television Committee, 1957-1959. 


1958 


DICKINSON, R. H., Sylvania Electric Products 


Inc., 71 Loring Ave., Salem. Mass. 


BUTTOLPH, L. J., 1 Columbia Ave., Cliffside 
Park, N. J. 
Subcommittee on Hospitals of the Institutions 
Committee, 1957-1959. 
BUZAN, MILTON, Day-Brite Lighting Inc., 
5411 Bulwer Ave., St. Louis 7, Mo. 
Secretary, Committee on Light Control and 
Equipment Design, 1957-1959. 


Cc 


CAHILL, L. J., Benjamin Electric Mfg. Co., 
Des Plaines, Ill. 

1.£.S.-U. S. Public Health Service Task Com- 

mittee, 1957-1959. 

CALLAGHAN, W. D., Dept. of National De- 
fense, Royal Canadian Air Force, Victoria Is- 
land, Ottawa, Ont., Canada. 

Subcommittee on Ground Lighting of the 

Aviation and Signal Committee, 1958-1959; 

Aviation Committee, 1957-1958. 

CARDO, JAMES J., Independent Electric Sup- 
ply Co., Inc., 220 W. Ist St., Charlotte, N.C. 

Chairman, Tar Heel Section, 1957-1958. 
CARLSON, F. E., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Searchlight Committee, 

Television Committee, 1958-1959; Light 

Sources Subcommittee of the Searchlight 

Committee, 1957-1959; Subcommittee on Avia- 

tion Lamps (Large) of the Aviation Commit- 

tee, 1957-1958; Subcommittee on Marine 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1957-1958. 
CARPENTER, E. H., Hampden Electric Supply 
Co., 158 Maple St., Springfield, Mass. 

Secretary, Yankee Chapter, 1958-1959. 
CARPENTER, W. P., The Superior Electric 
Company, 83 Laurel St., Bristol, Conn. 

Committee on Light Sources, 1957-1959; Secre- 

tary, Connecticut Section, 1957-1958. 

CARR, JOHN E., General Electric Co., 140 
Federal St., Boston, Mass. 

Secretary, New England Section, 1957-1959. 
CARSON, WILLIS F., Commonwealth Edison 
Co., 72 W. Adams St., Chicago, Ill. 

Chairman, Chicago Section, 1957-1958. 
CARSWELL, W. E., University of Toronto, To- 
ronto, Ont. 

Subcommittee on Color of the Aviation and 

Signal Committee, 1957-1959. 

CARYL, ROBERT, Donohue & Caryl, 300 S. 
Lowell Ave., Syracuse, N. Y. 
Central New York Section, 


1957-1959; Theater- 


§957- 
1958. 

CASE, LEON, Savannah Electric & Power Co., 

Box & Whitaker Streets, Savannah, Ga. 
Secretary, Coastal Empire Chapter, 1958-1959. 

CASPERSON, R. C., Dunlap & Associates, Inc., 

429 Atlantic St., Stamford, Conn. 
Subcommittee on Seadrome Lighting of the 
Aviation Committee, 1957-1958. 

CAVERLY, D. P., Harvey Hubbell Inc., Bridge- 

port, Conn. 
Store Committee, 1957-1959. 

CHAMBERS, J. R., Appleton Electric Com- 

pany, 1701-1759 Wellington Ave., Chicago 13, 

Ill. 
General Secretary, 1958-1959; Council Execu- 
tive Committee, 1957-1959; Advisory Board to 
the President, 1957-1959; Treasurer, 1957- 
1958; Chairman, Public Relations and Infor- 
mation Committee, 1957-1958; Trustee, I.E.S. 
Headquarters Retirement Pension Plan, 1957- 
1958; Ex-officio Member Finance Committee, 
1957-1958; Publications Committee, 1957-1959. 

CHAMBERS, J. T., Georgia Power Company, 

15 Forsythe St. S. W., P. O. Box 1719, Atlanta 


1, Ga. 

Progress Committee, 1957-1958. 
CHARLESWORTH, SAMUEL W., 706 Forest 
Glen Rd., Silver Spring, Md. 

Chairman, Capital Section, 1957-1958. 
CHASE, R. H., Hartford Electric Light Co., 
266 Pearl St., Hartford, Conn. 

Secretary, Connecticut Section, 1958-1959. 
CHASSAING, BROOKS, Chassaing Bros. Light- 
ing, 7603 Forsyth Blvd., Clayton 5, Mo. 

Vice-President, Midwestern Region, 1958-1959; 

Regional Activities Committee, 1958-1959; 

Membership Committee, 1958-1959; Chairman, 

1957-1958; National Technical 

Committee, 1957-1959; Director, 1957-1958; 

Chairman, Publications Sales Subcommittee 

of the Publications Committee, 1957-1959; 

Publications Committee, 1957-1959. 


Charette Ried Ouehew P OO 


DUBEAU, GERRY, Northern Electric Co., 1299 


CHELLEW, EDWARD M., Indianapolis Power 
& Light Co., 17 N. Meridan St., Indianapolis, 
Ind. 

Advance Planning Committee, 1957-1958. 
CHORLTON, J. M., Toronto Board of Educa- 
tion, 155 College St., Toronto 2-B, Ont. 

Chairman, School Committee, 1957-1959; 

Committee on Quantity and Quality of Ilu- 

mination, 1957-1959. 

CHRISTENSEN, C. G., Christensen Lighting, 
1517 Marney St., Omaha 2, Nebr. 

Secretary, Cornhusker Section, 1958-1959. 
CHUBB, L. W., Jr., Polaroid Corp., 730 Main 
St., Cambridge 39, Mass. 

Motor Vehicle (Exterior) Committee, 1957- 

1958. 

CHURCH, ERIC H., Lighting Products Inc., 
1549 W. Park Ave., Highland Park, Ill. 

Chairman, Office Committee, 1958-1959; Mem- 

ber, 1957-1958; Sustaining Membership Com- 

mittee, 1958-1959; Committee on Quantity 
and Quality of Illumination, 1958-i959; Com- 
mittee on Light Control and Equipment De- 

sign, 1957-1958. 

CHURCHILL, R. D., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Light Sources, 1957-1959. 
CLARK, C. N., General Electric Co., Nela Park, 
Cleveland 12, Ohio. 

Subcommittee on Color Rendition of the 

Light Sources Committee, 1957-1959. 

CLARK, FRANCIS, Lighting Services, 515 
Meriden Rd., Waterbury, Conn. 

Chairman, Committee on Maintenance, 1957- 

1959. 

CLARK, FRANK, Hanovia Chemical & Mfg. 
Co., 100 Chestnut St., Newark 5, N. J. 

Light Sources Committee, 1957-1959. 

CLARK, G. W., Sylvania Electric Products Inc., 
One 48th St., Wheeling, W. Va. 

Chairman, Committee on Design Practice, 

1957-1959; Committee on Handpoook Revision, 

1957-1959; Roadway Committee, 1958-1959; 

Subcommittee on Ground Lighting of the 

Aviation and Signal Committee, 1958-1959: 

Aviation Committee, 1957-1958; Nomenclature 

Committee, 1957-1958. 

CLARK, P. B., Line Material Co., 
Madison Ave., South Milwaukee, Wis. 

Roadway Committee, 1957-1958; Chairman, 

Subcommittee on Lighting for High Speed, 

Heavy Traffic Density Highways of the Road- 

way Committee, 1957-1958; Subcommittee on 

General Light Sources; Subcommittee on 

Standard Practice and Subcommittee on Road- 

way Lighting Principles of the Roadway Com- 

mittee, 1957-1958. 
CLARKSON, CLARENCE, 
Works, Corning, N. Y. 

Committee on Light Control and Equipment 

Design, 1957-1958. 

CLAYTON, GEORGE D., George D. Clayton & 
Associates, 14125 Prevost, Detroit 27, Mich. 

1.E.S.- U. §. Public Health Service Task Com- 

mittee, 1957-1959. 

CLEAVER, O. P., Engineering Research and 
Development Laboratories, Fort Belvoir, Va. 

Education Committee, 1957-1959; Committee 

on Defense Coordinating, 1957-1959. 
CLEMENT, G. K., Department of the Air 
Force, Headquarters USAF, Washington 25, 
D. C 


12th & 


Corning Glass 


Subcommittee on Ground Lighting of the 
Aviation and Signal Committee, 1958-1959; 
Subcommittees on Airport Runway Lighting; 
Definitions and Terms; and Airport Taxiway 
Lighting of the Aviation Committee, 1957- 
1958. 

CLOER, JOHN B., Toledo Edison Co., 429 
Madison Ave., Toledo, Ohio. 

Chairman, Northwestern Ohio Section, 1957- 

1958. 

CLUBLEY, R. S., General Electric Co., 2747 S. 
Malt Ave., Los Angeles 22, Calif. 

Chairman, Subcommittee on Electronics In- 

dustry of the Industrial Lighting Committee, 

1957-1959; Subcommittee on Aircraft Manu- 

facturing of the Industrial Lighting Com- 

mittee, 1957-1958. 

CLUM, HENRY, Silvray Lighting Co., Bound 
Brook, N. J. 

Residence Lighting Committee, 1957-1958. 
COBB, KENNETH W., 2430 Pennsylvania Ave. 
N.W., Washington 7, D. C. 

Secretary, Capital Section, 1958-1959. 


Personnel Index 9 


arte Tne 8 4TH BDaeckaidtn Accs DPhileaAceIinhia 


ENGHOUSER, RALPH, Sylvania Electric Prod- 








COCKRELL, CLARENCE, Live Oab, 
Dallas 4, Texas. 

Committee on Residence Lighting Forums, 

1957-1958. 

COFFIN, ALFRED S&., Public Service Co. of 
Indiana, 1000 E, Main, Plainfield, ind. 

Secretary, Indiana Section, 1957-1958. 
COGGINS, D. L., Sylvania Electric Products 
Inc., Photo Flash Division, 60 Boston St., Salem, 
Mass. 

Subcommittee on Aircraft Lighting and Sub- 

committee on Ground Lighting of the Avia- 

tion and Signal Committee, 1958-1959; Avia- 
tion Coramittee, 1957-1958; Subcommittee on 

Aviation Lamps (Large) and Subcommittee on 

Airport Taxiway Lighting of the Aviation 

Committee, 1957-1958. 

COHEN, RICHARD D., Glasco Electric Co., 
721 N. Lith St., St. Louis, Mo. 

Chairman, St. Louis Section, 1957-1958. 
COLE, E. L., Dallas Power & Light Co., 1506 
Commerce, Dallas 1, Texas. 

Chairman, North Texas Section, 1958-1959. 
CONDON, THOMAS H., City Utilities of 
Springfield, Mo., 301 East Central, Springfield, 
Mo. 

Chairman, Ozark Chapter, 1957-1959. 
CONGDON, LEIGH, Rite Lite Supply Co., 2826 
N. Speer, Denver 11, Colo. 

Chairman, Rocky Mountain Section, 

1958. 

CONNAUTON, JACK M., Johnson Bros. Elec- 
tric Co., 9419 118th Ave., Edmonton, Alta. 

Chairman, Edmonton Chapter, 1957-1958. 
CONOVER, E. W., Fenestra Inc., 2250 E. Grand 
Bivd., Detroit 11, Mich. 

Subcommittee on Revision of Recommended 

Practice for Daylighting of the Daylighting 

Committee, 1958-1959; Daylighting Commit- 

tee, 1957-1958; Subcommittee on Brightness 

Ratio Measurement and Subcommittee on 

Revision of Recommended Practice for Day- 

lighting of the Daylighting Committee, 1957- 

1958. 

CONVERSO, V. E,, Port of New York Au- 
thority, 111 Eighth Ave., New York, N. Y. 

Chairman, Subcommittee on Heliport Light- 

ing of the Aviation Committee, 1957-1958; 

Sub ommittee on Airport Taxiway Lighting of 

the Aviation Committee, 1957-1958. 

COOK, H. A., The Detroit Edison Co., 2000 
Second Ave., Detroit 26, Mich. 

Chairman, Subc ttee on Outd Produc- 

tion Areas of the Industrial Committee, 1958- 

1959. 

COOPER, BERLON C., McGraw Hill Publish- 
ing Co., 380 W. 42nd St., New York 36, N. Y. 

Lighting Service Committee, 1957-1958. 
COPELAND, D. L., Crouse-Hinds Co., 2801 
San Jacinto St., Houston 4, Texas. 

Secretary, San Jacinto Section, 1958-1959. 
CORDLE, T. LLEW, J. N. Pease & Co., 119% 
E. 5th St., Charlotte, N. C. 

Secretary, Tar Heel Section, 1957-1958. 
CORNELIUS, WARREN G., 5802 Riverside 
Drive, Richmond, Va. 

Secretary, Virginia Section, 1957-1958. 
CORNELL, HERBERT, 74 Hazel Ave., Living- 
ston, N. J. 

Public Relations and Information Committee, 

1957-1958. 

CORNISH, G. H., City of Calgary, 2808 Mc- 
Leod Trail, Calgary, Alta, Canada. 

Secretary, Chinook Chapter, 1958-1959. 
COTE, M. J., 1800 Bank St., Ottawa, Ont. 

Secretary, Ottawa Section, 1958-1959. 
COTTINGHAM, JACK, Portland General Elec- 
tric Co., 621 8S. W. Alder St., Portland, Ore. 

Membership Committee, 1958-1959; Chairman, 

Oregon Section, 1957-1958. 

COTTRELL, C. L., Cornell University, Phillips 
Hall, Ithaca, N. Y. 

Nomenclature Committee, 1957-1959; Sub- 

committee on Hotels of the Institutions Com- 

mittee, 1957-1959. 

COX, JAMES, Duro-Test Corp., North Bergen, 
N. J. 

Papers Committee, 1957-1959. 

CRABTREE, ARTHUR T., Union Electric 
Supply, 207 W. Hill Ave., Valdosta, Ga. 

Secretary, Suwannee River Chapter, 

1959. 

CRAMER, H. A., The Martin Co., Drawer M., 
Cocoa, Fla. 

Subcommittee on Aircraft Lighting of the 

Aviation and Signal Committee, 1958-1959; 

Aviation Committee, 1957-1959. 
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CRAVATH, JAMES R., 2152 Ward St., Berke- 
ley 5, Calif. 
Historical Committee, 1957-1959. 
CRIPE, ALAN R., John C. Virden Co., 5209 
Euclid Ave., Cleveland 3, Ohio. 
Allied Arts Committee, 1958-1959. 
CRITES, W. D., 1377 Biscayne Way, Haslett, 
Mich. 
Allied Arts Committee, 1957-1958. 
CROSBY, W. F., Corning Glass Works, Corning, 
N. Y. 
Roadway Committee, 1957-1959; Subcommit- 
tee on Program and Publicity of the Road- 
way Committee, 1957-1958. 
CUSHING, THOMAS W., Hanovia Chemical & 
Mfg. Co., Washington Bldg., Washington, D. C. 
Searchlight Committee, 1957-1958; Executive 
Subcommittee of the Searchlight Committee, 
1957-1958; Subcommittee on Nomenclature of 
the Searchlight Committee, 1957-1958. 
CUTLER, C. M., General Electric Co., 
Park, Cleveland 12, Ohio. 
Papers Committee, 1958-1959; Subcommittee 
on Service Station and Parking Areas of the 
Store Committee, 1957-1958. 
CUTLER, DAVID, Cutler Electrical Products, 
Inc., 5524 Haverford Ave., Philadelphia 39, Pa. 
Committee on Light Sources, 1957-1959. 
CYR, W. A., Electrical West, 68 Post St., San 
Francisco, Calif. 
Public Relations and Information Committee, 
1958-1959; 1959 Conference Executive Com- 
mittee, 1958-1959. 


Nela 


D 


DAHLIN, ROY E., Southern California Edison 
Co., 601 West 5th Ave., Los Angeles, Calif. 

Committee on Lighting Service, 1958-1959; 

Committee on Allied Arts, 1957-1959; Mem- 

bership Committee, 1957-1959; Task Subcom- 

mittee of the Membership Committee, 1957- 

1958. 

DALRYMPLE, W. A., Amalgamated Electric 
Corporation Ltd., 384 Pape Ave., Toronto, Ont., 
Canada. 

Chairman, Committee on Public Relations 

and Information, 1958-1959; Vice-Chairman, 

1957-1958; 1958 Conference Executive Com- 

mittee, 1957-1958. 

DAMUCK, W. E., Pedersen & Tilney, 119 
Whitney Ave., New Haven, Conn. 

Lighting Service Committee, 1958-1959. 
D'ANDRADE, H. E., General Electric Co., 570 
Lexington Ave., New York 22, N. Y. 

Chairman, General Board of Examiners, 1958- 

1959; Member, 1957-1958; Subcommittee on 

Hotels of the Institutions Committee, 1957- 

1959. 

DANES, A. E., H. C. Burton Co. Ltd., 166 
Rebecca, Hamilton, Ont. 


Chairman, Hamilton Ontario Chapter, 1958- 
1959. 
DANIELS, JULIUS, Boston Edison Co., 39 


Boylston St., Boston 12, Mass. 
Vice-Chairman, Historical Committee, 1958- 
1959; Member, 1957-1958; Medal Award Com- 
mittee, 1957-1959. 
DARLEY, WILLIAM G., 164 USAA Bidg., Box 
6743, San Antonio, Texas. 
Chairman, Alamo Section, 1957-1958. 
DARMSTADTER, NEILL, American Trucking 
Associations, Inc., 1424 17th St. N.W., Wash- 


ington, D. C. 
Motor Vehicle (Exterior) Committee, 1957- 
1958. 


DARNTON, PETER, Pacific Gas & Electric Co., 
161 Main St., Salinas, Calif. 

Secretary, San Jose Chapter, 1958-1959. 
DARRAH, W. A., U. S. Dept. of Navy, Bureau 
of Aeronautics, Washington 25, D. C. 

Subcommittee on Airport Taxiway Lighting 

of the Aviation Lighting Committee, 1957- 

1958; Subcommittee on Airport Runway 

Lighting of the Aviation Committee, 1957- 

1958. 

DAVIDSON, GRANT E., Hydro-Electric Power 
Commission, 620 University Ave., Toronto, Ont. 

Committee on Light Sources, 1957-1959; Com- 

mittee on Testing Procedures, 1957-1959; Sub- 

committee on Guide for Electrical & Photo- 
metric Measurements of Fluorescent Lamps; 

Subcommittee on Guide for Life Performance 

Testing of Fluorescent Lamps; Subcommittee 

on Guide for Interpretation of Test Data and 

Results of the Committee on Testing Proce- 


dures, 1958-1959; Chairman, Subcommittee 
on Guide for Determination and Specification 
of Diffusion and Hiding Power of Fixture 
Diffusing Materials of the Committee on 
Testing Procedures, 1958-1959; Subcommittee 
on Guide for Photometric Testing of Street 
Lighting Luminaires of the Committee on 
Testing Procedures, 1957-1959; Subcommittee 
on Guide for Photometric Measurements of 
Mercury Vapor Lamps of the Committee on 
Testing Procedures, 1957-1958; 1958 Confer- 
ence Executive Committee, 1957-1958. 
DAVIDSON, H. F., Curtis Lighting of Canada 
Ltd., 195 Wicksteed Ave., Leaside, Toronto, Ont. 
Papers Committee, 1958-1959; Chairman, 
1957-1958; School Committee, 1957-1958: 
Chairman, Subcommittee on Chalkboards of 
the School Committee, 1957-1959; Publications 
Committee, 1957-1958; National Technical 
Conference Committee, 1957-1958; Chairman, 
Subcommittee on Technical Content of the 
Publications Committee, 1957-1958; Task Sub- 


committee 1958 Conference Executive Com- 
mittee, 1957-1958. 
DAVIDSON, SAMUEL, Alabama Power Co., 


121 Dexter Ave., Montgomery, Ala. 
Chairman, Alabama Section, 1958-1959; Secre- 
tary, 1957-1958. 

DAVIS, ARIEL R., Ariel Davis Mfg. Co.. %687 

So. State St., Salt Lake City 15, Utah. 
Theater-Television Committee, 1957-1959 

DAVIS, DONALD F., 484 Jeanne Drive, Mem- 

phis, Tenn. 
Chairman, Mid-South Chapter, 
Secretary, 1957-1958. 

DAVIS, DONALD W., Lighting Products Inc., 

Highland Park, Il. 
Committee on Testing Procedures, 1958-1959; 
Subcommittee on Guide for Interpretation of 
Test Data and Results of the Testing Proce- 
dures Committee, 1958-1959. 

DAVIS, DOROTHY, Illinois Power Co., Nied- 

ringhaus & Delmar, Granite City, Tl. 
Committee on Residence Lighting Forums, 
1958-1959. 

DAVIS, J. E., National Bureau of Standards, 

P.O. Box 193, Arcata, Calif. 
Subcommittee on Airport Taxiway Lighting 
of the Aviation Committee, 1957-1958. 

DAVIS, R. K., Wright Air Development Center, 

Wright Patterson Air Force Base, Ohio. 
Subcommittee on Aviation Lamps (Miniature) 
of the Aviation Committee, 1957-1958; Sub- 
committee on Aircraft Cabin Lighting of the 
Aviation Committee, 1957-1958. 

DEAN, CHARLES A., JR., Pacific Gas & Flec- 

tric Co., 1100 “K" St., Sacramento 6, Calif. 
Chairman, Mother Lode Chapter, 1958-1959. 

DEAN, G. FRANKLIN, Toronto Hydro-Flec- 

tric System, 14 Carlton St., Toronto, Ont., Can- 

ada. 
Treasurer, 1958-1959; Council Executive Com- 
mitree, 1958-1959; Advisory Board to the 
President, 1958-1959; Ex-officio Member. Fi- 
nance Committee, 1958-1959; Trustee, 1.E.S. 
Headquarters Retirement Pension Plan, 1958- 
1959; Committee on Constitution and Proce- 
dures, 1957-1959; Office Committee, 1958-1959; 
Chairman, 1957-1958; Subcommittee on Color 
of the Aviation and Signal Committee, 1957- 
1959; Director, 1957-1958; Committee on 
Quantity and Quality of Illumination, 1957- 
1958; 1958 Conference Executive Committee, 
1957-1958. 

DECK, JOHN B., JR., Texas Power & Light 

Co., P. O. Box 6331, Dallas 22, Texas. 
Vice-President, Southwestern Region, 1958- 
1959; Regional Activities Committee, 1958- 
1959. 


1958-1959; 


De LEUZE, GUY, Guy DeLeuze Company, 221 
Oak St., San Francisco, Calif. 

1959 Conference Executive Committee, 1958- 

1959. 

DEMOREUILLE, PIERRE, The Carbone Corp., 
400 Myrtle Ave., Boonton, N. J. 

Searchlight Committee, 1957-1959. 
DeSTEFANO, G. J., Columbia Broadcasting 
System, Inc., 485 Madison Ave., New York 22, 
N.Y. 

Theater-Television Committee, 1957-1959. 
DETZLER, ROBERT E., Public Service Co. of 
New Mexico, P. O. Box 1360, Albuquerque, 
N. M. 

Chairman, New Mexico Chapter, 1957-1958. 
DICKELMAN, L. H., Gimbel Brothers, Inc., 
101 W. Wisconsin Ave., Milwaukee, Wis. 

Store Committee, 1957-1959. 


1958 








DICKINSON, R. H., Sylvania Electric Products 
Inc., 71 Loring Ave., Salem, Mass. 


Sports and Recreational Areas Committee, 

1957-1959. 
DINSMORE, E. I., Curtis Lighting, Inc., 4723 
N. Central Expwy, Dallas, Texas. 

Membership Committee, 1957-1959. 
DITCHMAN, J. P., General Electric Co., Nela 


Park, Cleveland 12, Ohio. 

1.E.S.- American Society of Agricultural En- 

gineers Committee, 1957-1958; Chairman, Sub- 

committee on Agriculture Colleges of the 

Committee on Allied Arts, 1957-1958. 
DITZEL, MILDRED S., Dayton Power & Light 
Co., 25 No. Main, Dayton 1, Ohio. 

Membership Committee, 1958-1959. 
DOLKART, LEO, 222 E. Chestnut St., Chi- 
cago 11, Il. 

Historical Committee, 1957-1959; Subcommit- 

tee on Luminaire Maintenance of the Road- 

way Committee, 1957-1958. 

DOLPHY, JOHN T., General Electric Co., 514 
S. Morgan, Tampa, Fla 

Secretary, Florida Section, 1957-1958. 
DONAHUE, FRANK, Crain Electric Co., Box 
1413, Amarillo, Texas. 

Chairman, Panhandle Chapter, 1957-1958. 
DORMAN, W. H., Corning Glass Works, Corn- 
ing, N. Y. 

Subcommittee on Luminaire Maintenance of 

the Roadway Committee, 1957-1958; Subcom- 

mittee on Research of the Roadway Commit- 

tee, 1957-1958. 
DORSEY, R. T., General 
Park, Cleveland 12, Ohio. 

Store Committee, 1957-1959; Sports and Rec- 

reational Areas Committee, 1957-1959; Chair- 

man, Subcommittee on Revision of Store 

Lighting Guide of the Store Committee, 1957- 

1959. 

DORVAL, OSCAR, 604 St. John St., Quebec, 
P. Q., Canada. 

Chairman, Quebec Chapter, 1958-1959. 
DORWARD, F. R., Angus Butler & Associates, 
903 Financial Bldg.. Edmonton, Alta. 

Chairman, Edmonton Chapter, 1958-1959; Sec- 

retary, 1957-1958. 

DOUGLAS, C. A., National Bureau of Stand- 
ards, Washington 25, D. C. 

Subcommittee on Aircraft Lighting and Sub- 

committee on Signal Lighting of the Aviation 

Committee, 1958-1959; Papers Coordinator, 

Subcommittee on Ground Lighting of the 

Aviation and Signal Committee, 1958-1959; 

Aviation Committee, 1957-1958; Committee 

on Elements of Signal Lighting, 1957-1958; 

Chairman, Subcommittee on Airport Runway 

Lighting of the Aviation Committee, 1957- 

1958; Subcommittee on Guide for Photo- 

electric Portable Photometers of the Com- 

mittee on Testing Procedures, 1957-1958. 
DOW, A. R., Toronto Hydro-Electric System, 
14 Carlton St., Toronto, Ont. 

Roadway Committee, 1958-1959. 

DOWNEY, KATHLEEN, Western Mass. Elec- 
tric Co., 48 Eagle St., Pittsfield, Mass. 

Contributing Subcommittee on Home Light- 

ing Data Sheets of the Publications Commit- 

tee, 1958-1959. 

DOWNEY, PETER, USAF, Wright-Patterson 
Air Force Base, Dayton, Ohio. 

Aviation Committee, 1957-1958. 

DOWNEY, STEPHEN F., Whecler-Fullerton 
Lighting Div., Franklin Research Corp., 275 
Congress St., Boston, Mass. 

Committee on Testing Procedures, 1957-1959; 

Chairman, Subcommittee on Guide for Inter- 

pretation of Test Data and Results of the 

Committee on Testing Procedures, 1958-1959. 
DOWNEY, WILLIAM, Arizona Public Service 
Co., 331 N. First Ave., P.O. Box 2591, Phoenix, 
Ariz. 

Committee on 
1957-1958. 
DOYLE, HENRY N., U. S. Public Health Serv- 

ice, Washington, D. C. 

Vice-Chairman, L.E.S.-U. S. Public Health 

Service Committee, 1958-1959; Member, 1957- 

1958. 

DRAKE, W., The Carlisle & Finch Company, 
4562 W. Mitchell Ave., Cincinnati $2, Ohio. 

Subcommittee on Optics of the Searchlight 

Committee, 1957-1959. 

DRANE, G. W., JR., Mississippi Light & Power 
Co., Electric Bldg., Jackson, Miss. 
Chairman, Mississippi Chapter, 1957-1958. 


Electric Co., Nela 


Residence Lighting Forums, 


1958 





DUBEAU, GERRY, Northern Electric Co., 1299 
Charest Blvd., Quebec, P. Q. 

Chairman, Quebec Chapter, 1957-1958. 
DUHME, FRANK E., JR., Smoot-Holman Co., 
55 Mississippi St., San Francisco, Calif. 

Secretary, Golden Gate Section, 1958-1959; 

1959 Conference Executive Committee, 1958- 

1959 
DUHOV, BENJAMIN, Westinghouse 
Corp., 411 No. 7th St., St. Louis 1, Mo. 

Committee on Residence Lighting Forums, 

1957-1958. 


Electric 


DULL, R. B., National Carbon Co., P.O. 
Drawer 191, Fostoria, Ohio. 
Searchlight Committee, 1957-1959; Light 


Sources Committee, 1957-1959. 

DUNLOP, RICHARD, Dunlop Lighting, 3901 
Beach Ave., Baltimore 11, Md. 

Secretary, Maryland Section, 1958-1959. 
DUVAL, LEO E., JR., Sylvania Electric Prod- 
ucts Inc., 60 Boston St., Salem, Mass. 

Maintenance Committee, 1958-1959; 1.E.S. - 

U. S. Public Health Service Committee, 1958- 

1959. 


EAGLETON, S. P., National Gallery of Art, 
4th and Constitution Ave., N. W., Washington, 
D.C. 

Museums and Art Galleries Subcommittee of 

the Institutions Committee, 1957-1958. 
EARLY, DOYT, State of California, 721 Capitol 
Ave., Sacramento 14, Calif. 

Daylighting Committee, 1957-1959. 
EASTMAN, A. A., General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

School Committee, 1957-1959; Chairman, Sub- 

committee on Student Vision and Scholarship 

of the School Committee, 1957-1959. 

EDDY, LILLIAN, General Electric Co., 570 

Lexington Ave., New York, N. Y. 

Reviewing Subcommittee— Home Lighting 

Data Sheets of the Publications Committee, 

1957-1959; Committee on Residence Lighting 

Forums, 1957-1958. 

EDMAN, W.H., Holophane Co., Newark, Ohio. 
Roadway Committee, 1957-1959; Subcommit- 
tee on Lighting for High Speed, Heavy Traf- 
fic Density Highways; Subcommittee on Road- 
way Lighting Principles; Subcommittee on 
Visibility Under Fog Conditions of the Road- 
way Committee, 1957-1958; Chairman, Sub- 
committee on Standard Practice of the Road- 
way Committee, 1957-1958. 

EDWARDS, T. E., Grimes Mfg. Co., Urbana, 

Ohio. 

Subcommittee on Bibliography of the Aviation 

Committee, 1957-1958. 

EGELER, C. E., 1078 Brandon Road, Cleveland 

12, Ohio. 


Searchlight Committee, 1957-1959; Committee 


on Public Conveyances — Interior Lighting, 
1957-1959. 
EHRET, EDWIN L., 431 So. Douglas Ave., 


Belleville, I). 

Membership Committee, 1957-1958. 
FICHORN, JOHN, JR., New England Electric 
System, 441 Stuart St., Boston, Mass. 

Public Relations and Information Committee, 

1958-1959. 

EISEMAN, ALBERT, JR., 372 S. LaSalle St., 
Chicago 4, Il. 

Subcommittee on Dining Areas of the Institu- 

tions Committee, 1957-1958. 

ELLEY, A. G., Rowe Electric Supply Co., 255 
East Ave., Rochester 4, N. Y. 

Chairman, Rochester Section, 1958-1959. 
ELMER, W. B., Wheeler Reflector Co., 275 
Congress St., Boston, Mass. 

Roadway Committee, 1957-1959; Subcommittee 

on Research and Subcommittee on Standard 

Practice of the Roadway Committee, 1957- 

1958. 

ELWELL, H. A., Standard Oil Company, 9/0 
S. Michigan Ave., Chicago 80, Ill. 

Subcommittee on Service Station and Parking 

Areas of the Store Committee, 1957-1958. 
ELY, M. R., National Electric Sign Association, 
10912 S$. Western Ave., Chicago 43, Ill. 

Sign Lighting Committee, 1958-1959. 
ENDRES, L. M., Office of Bidgs. Management, 
Room 4333, General Services Bldg., Washington 
25, D. C. 

Committee on Maintenance, 1957-1959; Office 

Committee, 1957-1959. 


ENGHOUSER, RALPH, Sylvania Electric Prod- 
ucts Inc., 4700 Parkside Ave., Philadelphia, Pa. 
Chairman, Subcommittee on Graphic Arts of 
the Industrial Lighting Committee, 1957-1959; 
Chairman, Philadelphia Section, 1957-1958; 
Committee on Maintenance, 1957-1958. 
EPPERSON, JOHN C., Peerless Electric Co., 
576 Folsom St., San Francisco 3, Calif. 
Chairman, Golden Gate Section, 1958-1959. 
EPPERSON, CAROLYN J., 1500 Mass. Ave., 
N.W., Washington 5, D. C. 
Contributing Subcommittee — Home Lighting 
Data Sheets of the Publications Committee, 
1957-1958. 
ESCOBEDO G., SABINO, F. 
#38, Mexico 11, D. F. 
Chairman, Mexico Chapter, 1957-1958. 
ESTES, O. T., CDR., U. S. Coast Guard, 1300 
E St. N. W., Washington 25, D. C. 

Marine Transportation Subcommittee of the 
Public Conveyances Committee, 1958-1959. 
EVANS, B. H., Texas A & M College, College 

Station, Texas. 
Daylighting Committee, 1958-1959 

EVANS, GEORGE §&., Westinghouse Electric 

Corp., Bloomfield, N. J. 
Chairman, Motor Vehicle (Exterior) Commit- 
tee, 1958-1959. 

EVANS, ROBERT C., Ariel Davis Supply Co., 

122 Social Hall Ave., Salt Lake City, Utah. 
Secretary, Utah Section, 1957-1958. 

EVANS, WADE, Savannah Electric & Power 

Co., P.O. Box 949, Savannah, Ga. 
Chairman, Coastal Empire Chapter, 
1959; Secretary, 1957-1958. 

EWING, W. B., Ewing Development Co. Inc., 

257 East Building, Grand Rapids 6, Mich. 
Daylighting Committee, 1957-1959; Subcom- 
mittee on Revision of Recommended Practice 
for Daylighting of the Daylighting Commit- 
tee, 1957-1959. 


Montes de Oca 


1958- 


F 


FABER, WALTER T., 
Light Co., 
leans, La. 

Chairman, New Orleans Section, 1957-1958 
FAGIN, IRVING, Civil Acronautics Administra- 
tion, Washington 25, D. C 

Subcommittee on Aircraft Lighting of the 

Aviation and Signal Committee, 1957-1959; 

Aviation Committee, 1957-1958; Subcommittee 

on Definitions and Terms and Subcommittee 

on Aviation Lamps (Miniature) of the Avia- 

tion Committee, 1957-1958. 

FAHEY, J. H., Joslyn Mfg. & Supply Co., 3700 
S. Morgan St., Chicago, Ill. 

Roadway Committee, 1957-1959. : 
FAHSBENDER, MYRTLE, Westinghouse Elec- 
tric Corp., Bloomfield, N. J. 

Residence Lighting Committee, 1957-1959: 

Chairman, Subcommittee on Revision of ‘Con- 

temporary Lighting in Modern and Tradi- 

tional Interiors” of the Residence Committee, 

1957-1959; Subcommittee on Hotels of the 

Institutions Committee, 1957-1959. 
FAIRCHILD, E. L., Wayne University, Detroit, 
Mich. 

Education Committee, 1958-1959. 
FAIRWEATHER, J. R., Atlantic Refining Co., 
260 South Broad St., Philadelphia, Pa. 

Subcommittee on Service Station and Parking 

Areas of the Store Committee, 1957-1959. 
FALGE, R. N., General Motors Corp., Guide 
Lamp Division, Anderson, Ind. 

Motor Vehicle (Exterior) Committee, 

1958. 

FARLEY, F. A., Benjamin Electric Mfg. Co., 
4725 S. W. 18th Place, Portland, Ore. 

Secretary, Oregon Section, 1958-1959. 

FAREN, S. A., Graybar Eiectric Co., Inc., 482 
Monroe Ave., N. W., Grand Rapids, Mich. 

Secretary, Western Michigan Section, 1958- 

1959. 

FARRIS, O. F., Civil Aeronautics Admin., 17th 
& Constitution Aves. N.W., Washington 25, 
D.C. 

Subcommittee on Ground Lighting of the 

Aviation and Signal Committee, 1958-1959; 

Aviation Committee, 1957-1958; Subcommittee 

on Aviation Lamps (Large) and Subcommit- 

tee on Airport Taxiway Lighting of the Avia- 

tion Committee, 1957-1958. 


Power & 
New Or- 


Louisiana 
4809 Jefferson Highway, 


1957- 
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FASSET, JACOB S., American Hotel Associa- 

tion, 221 W. 57th St., New York, N. Y. 
Subcommittee on Hotels of the Institutions 
Committee, 1957-1959. 

FAUCETT, R. E., General Electric Co., Hen- 

dersonville, N. C. 

Secretary, Palmetto Section, 1958-1959; Prog- 

ress Committee, 1957-1959; Searchlight Com 

mittee, 1957-1959; Sports and Recreational 

Areas Committee, 1957-1959; Sign Lighting 

Committee, 1957-1959; Chairman, Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1957-1959. 

FEDER, J. B., 2477 High St., Palo Alto, Calif. 
Vice-Chairman, Committee on Public Con- 
veyances — Interior Lighting, 1957-1959; Sub- 
committee on Marine Transportation of the 
Committee on Public Conveyances — Interior 
Lighting, 1957-1958. 

FELDMAN, SIDNEY, Naval Material Labora- 

tory, N. Y. Naval Shipyard, Brooklyn, N. Y. 
Testing Procedures Subcommittee of the 
Searchlight Committee, 1957-1959; Revision 
of IES Handbook Subcommittee of the Search- 
light Committee, 1957-1958. 

FELLERS, H. O., JR., Westinghouse Electric 

Supply Co., 915 Lady St., Columbia, S. C. 
Chairman, Palmetto Section, 1958-1959. 

FELTON, F. G., JR., Sylvania Electric Products 

Inc., One 48th St., Wheeling, W. Va. 
Chairman, Subcommittee on A‘rcraft Manu- 
facturing of the Industrial Lighting Commit- 
tee, 1957-1959. 

FETZER, STELLA, Cincinnati Gas & Electric 

Co., 4th & Main Sts., Cincinnati 2, Ohio. 
Contributing Subcommittee — Home Lighting 
Data Sheets of the Publications Committee, 
1957-1959. 

FINCH, B. R., The Carlisle & Finch Co., 4562 

W. Mitchell Ave., Cincinnati 32, Ohio. 
Searchlight Committee, 1957-1959; Optics Sub- 
committee of the Searchlight Committee, 1957- 
1959. 

FINCH, D. M., Illumination Laboratory, Engi- 

meering Field Station, Richmond, Calif. 

Education Committee, 1957-1959; Nomencla- 

ture Committee, 1957-1959; Roadway Com- 

mittee, 1957-1959; Committee on Testing Pro- 
cedures, 1957-1959; Subcommittee on Guide 
for Interpretation of Test Data and Results of 

the Testing Procedures Committee, 1958-1959; 

Subcommittee on Guide for Photometric Test- 

ing of Fluorescent Luminaires of the Testing 

Procedures Committee, 1957-1959; Subcom- 

mittee on Practical Guide for Brightness 

Measurements of the Committee on Testing 

Procedures, 1957-1959; Motor Vehicle (Ex- 

terior) Committee, 1957-1958; Subcommittee 

on Visibility Under Fog Conditions and Sub- 
committee on Research of the Roadway Com- 

mittee, 1957-1958. 

FINK, W. C., JR., Senior Fluorescent, 

Fourth St., N. W., Atlanta, Ga. 
Committee on Maintenance, 1957-1959; Chair- 
man, Georgia Section, 1957-1958. 

FINN, JAMES F., The Detroit Edison Co., 2000 

Second Ave., Detroit, Mich. 

Chairman, Michigan Section, 1957-1958. 
FISHER, W. C., Department of the Navy, 
Bureau of Aeronautics, Washington 25, D. C. 

Papers Coordinator, Subcommittee on Air- 

craft Lighting of the Aviation and Signal 

Committee, 1958-1959; Aviation Committee, 

1957-1958; Subcommittee on Aircraft Cabin 

Lighting and Subcommittee on Aviation 

Lamps (Miniature) of the Aviation Commit- 

tee, 1957-1958. 

FISHER, W. S&., General Electric Company, 

Nela Park, Cleveland 12, Ohio. 

Secretary, Office Committee, 1958-1959; Mem- 

ber, 1957-1958; School Committee, 1958-1959. 
FLEMING, A. EUGENE, General Electric Sup- 
ply Co., 425 Quivas St., Denver, Colo. 

Vice-President, Inter-Mountain Region, 1957- 

1959; Regional Activities Committee, 1957- 

1959. 

FLETCHER, H. B., Wheeler Reflector Co., 275 

Congress St., Boston 10, Mass. 

Sign Lighting Task Committee, 1957-1959. 
FLETCHER, P. F., Canadian General Electric 
Co., 195 W. 2nd Ave., Vancouver, B. C. 

Chairman, British Columbia Section, 1957- 

1958. 


Inc., 70 
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FLYNN, JOHN E., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Allied Arts, 1958-1959; Sub- 

committee on Churches and Subcommittee on 

Museums and Art Gualleries of the Institu- 

tions Committee, 1957-1958. 

FLYNN, MICHAEL N., Benjamin Electric Mfg. 
Co., Des Plaines, Ill. 

Subcommittee on Editorial Content and Tech- 

nical Data Sheets of the Publications Com- 

mittee, 1957-1958. 

FOLSOM, W. E., Dallas Power and Light Co., 
1506 Commerce, Dallas 1, Texas. 

Office Committee, 1957-1958. 

FOOTE, F. M., National Society for the Pre- 
vention of Bli di 1790 B y, New York 
19, N. Y. 

School Committee, 1957-1959. 
FORBES, J. C., General 
Park, Cleveland 12, Ohio. 

Chairman, Membership Committee, 1958- 

1959; Vice-Chairman, 1957-1958; National 

Technical Conference Committee, 1957-1959. 





Co., Nela 


FORD, EDWIN, 225 W. Goth St., Hialeah, 
ida. 


Subcommittee on Aircraft Cabin Lighting of 

the Aviaticn Committee, 1957-1958. 
FOSTER, FORD E., 1006 N. 20th, Omaha, 
Nebr. 

Chairman, Cornhusker Section, 1958-1959. 
FOSTER, H. G., Northern Electric Co. Ltd., 
150 Robson, Vancouver, B. C. 

Secretary, British Columbia Section, 1957- 

1958. 

FOSTER, PAUL, Foster Electric Co., 2264 W. 
Flager St., Miami 35, Fla. 

Chairman, Southeast Florida Section, 

1959. 

FOULKS, W. V. C., Curtis Lighting Inc., 61535 
W. 65th St., Chicago 38, Ill. 

School Committee, 1957-1959; Committee on 

Testing Procedures, 1958-1959; Subcommittee 

on Guide for Interpretation of Test Data and 

Results of the Testing Procedures Committee, 

1958-1959. 

FOWLE, ARTHUR W., 
Inc., Newark, Ohio. 

Photographic Studies Subcommittee of the 

Roadway Committee, 1957-1958. 

FRANCK, KURT, Holophane Company Inc., 
Newark, Ohio. 

Papers Committee, 1957-1959; Subcommittee 

on Technical Content of the Publications 

Committee, 1957-1958. 

FRANKLIN, J. S., General Electric Co., Hen- 
dersonville, N.C. 

Committee on Testing Procedures, 1957-1959; 

Subcommittee on Guide for Electric and Pho- 

tometric Measurements of Fluorescent Lamps 

of the Committee on Testing Procedures, 

1958-1959; Subcommittee on Guide for Inter- 

pretation of Test Data and Results of the 

Committee on Testing Procedures, 1958-1959; 

Chairman, Subcommittee on Guide for Photo- 

metric Testing of Floodlights of 10°-160° 

Total Beam Spread (1950) of the Committee 

on Testing Procedures, 1957-1959; Subcom- 

mittee on Practical Guide to Photometry of 

the Committe. on Testing Procedures, 1957- 

1958; Chairman, Subcommittee on Guide for 

Electrical and Photometric Measurements of 

Mercury Lamps of the Committee on Testing 

Procedures, 1957-1959; Subcommittee on 

Guide for Photometric Testing of Street 

Lighting Luminaires of the Committee on 

Testing Procedures, 1957-1959; Chairman, 

Subcommittee on Guide for Photometric Test- 

ing of Outdoor Fluorescent Luminaires of the 

Committee on Testing Procedures, 1957-1959. 
FRANKLIN, MELROSE, Rochester Gas & Elec- 
tric Corp., 89 East Ave., Rochester 4, N. Y. 

Contributing Subcommittee — Home Lighting 

Data Sheets of the Publications Committee, 

1957-1959. 

FRAZIER, J. J. 
Subcommittee on Aircraft Cockpit Lighting of 

the Aviation Committee, 1957-1958. 
FREDERICK, G. WILLIAM, General Electric 
Co., 500 Stinson Bivd., Minneapolis, Minn. 

Chairman, Twin City Section, 1957-1958. 
FREEMAN, GEORGE, Westinghouse Electric 
Corp., Bloomfield, N. J. 

Chairman, Committee on Light Sources, 1957- 

1959. 

FRENCH, JOHN K., Electric Supply & Repair 
Co., 164 Wahconah St., Pittsfield, Mass. 
Chairman, Yankee Chapter, 1957-1958. 


1958- 


JR., Holophane Co., 


FREYER, EVE, Westinghouse Electric Corp., 
Bloomfield, N. J. 

Publications Committee, 1958-1959; Commit- 

tee on Residence Lighting Forums, 1957-1959; 

Chairman, Subcommittee on Home Lighting 

Data Sheets of the Publications Committee, 

1957-1959. 

FRICK, D. W., Canadian Broadcasting Corp., 
Montreal, Que. 

Theater-Television Committee, 1957-1959. 
FRIEDE, H. A., Gov't Dist. of Columbia, Rm. 
210, District Bidg., Washington, D. C. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Luminaire Maintenance of the Road- 

way Committee, 1957-1958. 

FRIEND, WILLIAM L., Sylvania Electric Prod- 
ucts Inc., 1811 Adrian Road, Burlingame, Calif. 

Program Vice-Chairman, 1959 Conference 

Executive Committee, 1958-1959. 

FRITZ, JOHN R., Gilbert Associates Inc., 607 
Washington St., Reading, Pa. 
Secretary, Eastern Pennsylvania Section, 1957- 


1958. 
FRIZZELL, J. S., Pittsburgh Reflector Co., 
1958-1959. 


P.O. Box 432, Irwin, Pa. 
Chairman, Pittsburgh Section, 

FROST, EUGENE, Stone & Webster Engincer- 

ing Corp., 49 Federal St., Boston 7, Mass. 
Allied Arts Committee, 1957-1958. 

FUCHS, THEODORE, Northwestern University, 

Evanston, Ill. 
Theater-Television Committee, 1957-1959. 

FULMER, ROBERT P., Westinghouse Electric 


Corp., 1407 Comer Bidg., Birmingham 3, Ala. 
Secretary, Alabama Section, 1958-1959. 


G 


GABLER, LLOYD, 2000 Second Ave., 
Mich. 

Committee on Residence Lighting 

1957-1958. 

GABRIEL, M. H., General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

Subcommittee on Practical Guide to Colorime- 

try of Light Sources of the Committee on 

Testing Procedures, 1957-1959; Subcommittee 

on Guide for Photometric Measurements of 

Mercury Vapor Lamps of the Committee on 

Testing Procedures for Illumination Charac- 

teristics, 1957-1958. 

GAILLOUX, J. P., Northern Electric Co., 
Notre Dame St., Trois Rivieres, Que. 

Chairman, St. Maurice Valley Chapter, 

1958. 

GALBRAITH, MELVIN H., 222 First St., 
N.E., Cedar Rapids, lowa. 

Chairman, lowa Section, 1957-1958. 
GALLET, E. H., Advance Transformer Co., 
2950 North Western Ave., Chicago, Ill. 

Secretary, Chicago Section, 1958-1959; Public 

Relations and Information Committee, 1957- 

1959; Committee on Light Sources, 1957-1958. 
GALLION, A. B., University of Southern Cali- 
fornia, School of Architecture, Los Angeles, 
Calif. 

Allied Arts Committee, 1957-1959. 
GARDINER, REX, Pacific Gas & Electric Co., 
86 S. 3rd St., San Jose, Calif. 

Chairman, San Jose Chapter, 1958-1959. 
GARRETT, WALTER H., JR., Westinghouse 
Electric Corp., 405 Lexington Ave., New York, 
N.Y. 

Theater-Television Committee, 1957-1959. 
GASSON, L., L. H. Schwindt & Company, P. O. 
Box 516, Burlington, Ont. 

Secretary, Hamilton Ontario Chapter, 1958- 

1959. 

GATES, R. F., Civil Aeronautics Administra- 
tion, T-4 Bidg., Washington, D. C. 

Subcommittee on Approach Lighting of the 

Aviation Committee, 1957-1958. 
GATEWOOD, EUGENE C., 4400 Collingwood 
Drive, Charlotte, N. C. 

, Tar Heel Section, 1958-1959. 
GAUTHIER, LEO P., 285 Braxmar Road, 
Tonawanda, N. Y. 

Chairman, Western New York Section, 1957- 


1958. 
E. A., New York Shipbuilding Corp., 
J. 


Detroit, 


Forums, 


2620 


1957- 


GEARY, 

Camden, N. 
Subcommittee on Marine Transportation of 
the Committee on Public Conveyances — In- 
terior Lighting, 1957-1959. 


1958 





GEIS, LESTER, Garden City Plating & Mfg. 
Co., 48 W. 48th St., New York, N. Y. 

Chairman, Store Committee, 1957-1959; Com- 

mittee on Quantity and Quality of Ilumina- 

tion, 1957-1959. 

GENDRON, PAUL, P. A. Gouin Ltd., 71 des 
Forges St., Trois Rivieres, Que. 

Chairman, St. Maurice Valley Chapter, 1958- 

1959; Secretary, 1957-1958. 

GENSBURGER, J. M., New Orleans Public 
Service Inc., 317 Baronne St., New Orleans, La. 

Vice-President, South Central Region, 1958- 

1959; Regional Activities Committee, 1958- 

1959; Membership Committee, 1957-1958. 
GERUNG, GEORGE, 1048 E. Woodland Lane, 
Glendora, Calif. 

Subcommittee on Light Sources of the Search- 

light Committee, 1957-1958; Subcommittee on 

Testing Procedures of the Searchlight Com- 

mittee, 1957-1958. 

GIBBONS, HELEN, National Society for the 
Prevention of Blindness, Inc., 1790 Broadway, 
New York, N. Y. 

Residence Lighting Committee, 1957-1959. 
GIBSON, C. D., Bureau of School Planning, 
California State Dep't. of Education, 1100 5. 
Grand Ave., Los Angeles, Calif. 

Daylighting Committee, 1957-1959. 
GILL, G. H., Century Lighting, Inc., 
N.E. 129 St., N. Miami, Fla. 

Secretary, Southeast Florida Section, 

1959. 

GILLEARD, GEORGE, Curtis Lighting, Inc., 
6135 W. 65th St., Chicago 38, Ill. 

Chairman, Subcommittee on Dining Areas of 

the Institutions Committee, 1958-1959; Mem- 

ber, 1957-1958. 

GLASS, C. J., U. S. Coast Guard, 
Washington 25, D. C. 

Searchlight Committee, 1957-1959. 

GLASS, G. K., Detroit Edison Co., 2000 Second 
Ave., Detroit, Mich. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Parking Area Lighting of the Roadway 

Committee, 1957-1958. 

GODEMANN, ROBERT W., Arizona Public 
Service Co., P. O. Box 2591, Phoenix, Ariz. 

Secretary, Arizona Section, 1957-1958. 
GODFREY, G. W., North American Aviation 
Co., E. 5th Ave., Columbus, Ohio. 

Subcommittee on Aircraft Cockpit Lighting of 

the Aviation Committee, 1957-1958; Subcom- 

mittee on Aviation Lamps (Miniature) of the 

Aviation Committee, 1957-1958. 
GOLDBERG, B., Chief, Night Vision Equip- 
ment Branch, Engineering Research & Develop- 
ment Laboratories, Ft. Belvoir, Va. 

Progress Committee, 1957-1959; Liaison Rep- 

resentative, Searchlight Committee, 1957-1959; 

Subcommittee on Optics of the Searchlight 

Committee, 1957-1959. 

GOLDFARB, S. R., Wright Air Development 
Center, Wright Patterson Air Force Base, Day- 
ton, Ohio. 

Subcommittee on Aircraft Lighting of the 
Aviation and Signal Committee, 1958-1959. 
GOLDSMITH, O. B., Westinghouse Electric 

Corp., Bloomfield, N. J. 

Papers Committee, 1957-1959; Technical Con- 

tent Subcommittee of the Publications Com- 

mittee, 1957-1958. 

GOODALL, KATHERINE, Philadelphia Elec- 
tric Co., 211 S. Broad St., Philadelphia, Pa. 

Residence Lighting Forums Committee, 1957- 

1959; Review Subcommittee on Home Light- 

ing Data Sheets of the Publications Commit- 

tee, 1958-1959. 

GOODMAN, BENJAMIN, National Electric 
Wholesalers, 4410 Georgia Ave., N.W., Wash- 
ington, D. C. 

Residence Committee, 1957-1959; Committee 
on Residence Lighting Forums, 1957-1959. 
GOODMAN, R. H., Crouse-Hinds Co., Wolf & 

7th North Sts., Syracuse, N. Y. 

Subcommittee on Airport Service Area Light- 
ing of the Aviation Committee, 1957-1958. 
GOODMANSON, HAROLD, Smith, Carter, 
Katelnikoff, Associates, 65 Dewdney St., Winni- 

peg, Man. 

Secretary, Winnipeg Chapter, 1957-1958. 
GORNET, JOHN, Day-Brite Lighting Inc., 
5411 Bulwer Ave., St. Louis, Mo. 

Progress Committee, 1957-1959. 

GOULD, JOHN C., Niagara Mohawk Power 
Corp., 30 E. 2nd, Troy, N. Y. 
Secretary, Eastern New York Section, 
1959. 
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GRAF, RICHARD, Northern Siates Power Co., 

15 South Fifth St., Minneapolis, Minn. 
Committee on Residence Lighting Forums, 
1957-1958. 

GRAHAM, WILLIAM P., Philadelphia Elec- 

tric Co., 1015 Chestnut St., Philadelphia, Pa. 

Sports and Recreational Areas Committee, 

1957-1959; Secretary, Philadelphia Section, 

1957-1958. 
GRAY, R. O., 
Calif. 

Secretary, San Diego Section, 1958-1959. 
GREENE, B. F., 100 W. 42nd St., New York, 
N.Y. 

Daylighting Committee, 1957-1959; Subcom- 

mittee on Revision of Recommended Practice 

for Daylighting of the Daylighting Committee, 

1957-1959; Chairman, Subcommittee on Avail- 

ability of Daylight (Exterior) of the Daylight- 

ing Committee, 1957-1958. 

GREENLEE, PAUL H., Grimes Mfg. Co., 515 

N. Russell St., Urbana, Ohio. 

Subcommittee on Aircraft Lighting of the 

Aviation and Signal Committee, 1957-1959; 

Aviation Committee, 1957-1958; Subcommittee 

on Aviation Lamps (Miniature) of the Avia- 

tion Committee, 1957-1958. 

GREPPIN, E. H., Wilmot Castle Company, 

1777 E. Henrietta Rd., P. O. Box 629, Roches- 

ter 2, N. Y. 

Subcommittee on Hospitals of the Institutions 

Committee, 1957-1959. 

GRIFFIN, N. L., Dept. of Health, Education 

& Welfare, Public Health Service, Div. of Hos- 

pital & Medical Facilities, Washington 25, D.C. 
Chairman, Subcommittee on Hospitals of the 
Institutions Committee, 1957-1959. 

GRIFFITH, J. W., Southern Methodist Uni- 

versity, P.O. Box 166, Dallas, Texas. 

Chairman, Daylighting Committee, 1958-1959; 

Vice-Chairman, 1957-1958; Papers Committee, 

1958-1959; Committee on Quantity and Qual- 

ity of Illumination, 1957-1959; Chairman, 

Subcommittee on Brightness Ratio Measure- 

ment of the Daylighting Committee, 1957- 

1958; Subcommittee on Availability of Day- 

light (Exterior) of the Daylighting Committee, 

1957-1958. 

GROSS, R. J., 3040 Darlington, Toledo, Ohio. 
Chairman, Northwest Ohio Section, 1958- 
1959. 

GROSS, VERNON L., Nunn Electric Supply 

Corp., 105 Polk, Amarillo, Texas. 

Secretary, Panhandle Chapter, 1957-1958. 
GRUBER, H. J., 4365 Kalama Ct., Cincinnati 
36, Ohio. 

Secretary, Ohio Valley Section, 1958-1959. 
GRUHL, RICHARD F., Davenport Electric 
Contract Co., 529 Pershing Ave., Davenport, Ia. 

Secretary, Iowa Section, 1958-1959. 

GUESS, B. L., JR., 1210 York Ave., Corpus 

Christi, Texas. 

Chairman, Coastal Bend Chapter, 1958-1959. 
GUSTIN, D. S., Sylvania Electric Products Inc., 
71 Loring Ave., Salem, Mass. 

Searchlight Committee, 1957-1959; Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1958-1959. 

GUTH, S. K., General Electric Company, Nela 

Park, Cleveland 12, Ohio. 

Chairman, Nomenclature Committee, 1958- 

1959; Vice-Chairman, 1957-1958; Committee 

on Quantity and Quality of Illumination, 

1957-1959; Papers Committee, 1957-1958; Sus- 

taining Membership Committee, 1957-1958; 

Subcommittee on Technical Content of the 

Publications Committee, 1957-1958. 


H 


HACKER, J. B., Main St. and Lemoine Ave., 
Fort Lee, N. J. 
Contributing Subcommittee — Home Lighting 
Data Sheets — Publications Committee, 1957- 
1958. 
HADZOR, ROBERT, Trans-World Airlines, 
Hangar 5, N. Y. International Airport, N. Y. 
Subcommittee on Aircraft Cabin Lighting of 
the Aviation Lighting Committee, 1957-1958. 
HALLMAN, E. B., H. K. Porter Co., 17th and 
Cambria St., Philadelphia $2, Pa. 
Committee on Public Conveyances — Interior 
Lighting, 1957-1959; Subcommittee on In- 
terior Lighting — Land Transportation of the 
Committee on Public Conveyances — Interior 
Lighting, 1957-1958. 


3660 Pio Pico, San Diego 6, 


HALVORSON, C. A. B., 25 Chestnut St., Salem, 
Mass. 

Roadway Committee, 1957-1959; Historical 

Committee, 1957-1959; Subcommittee on Stand- 

ard Practice of the Roadway Committee, 

1957-1958. 

HAM, CLIFFORD D., General Electric Co., 
1513 Line Ave., Shreveport, N 

Chairman, Ark-La-Tex Chapter, 1957-1958. 
- J. S., 234 S$. Buena Vista St., Burbank, 

Board of Fellows, 1957-1959; Committee on 

— Control and Equipment Design, 1958- 
HAMILTON, JOHN W., Day- — Lighting, 
Inc., 161 E. 42nd St., New York, N. 

Chairman, New York Section, 1958- on Sec- 

retary, 1957-1958. 

HAMON, R. L., Chief, School Housing Section, 
Office of Education, U. S. Dept. of Health, Edu- 
cation and Welfare, Washington 25, D. C. 

School Lighting Committee, 1957-1958. 
HANES, R. M., 258 Vineyard Drive, R. D. 5, 
Box 180, Bigsonia, Pa. 

Subcommittee on Revision of Recommended 

Practice for Daylighting of the Daylighting 

Committee, 1957-1959. 

HANEY, JOHN S., Crouse Hinds Co., 
Wolf St., Syracuse 1, N. Y. 

Chairman, Central New York Section, 1958- 

1959; Searchlight Committee, 1957-1958; Sub- 

committee on Ground Lighting of the Avia- 

tion and Signal Committee, 1958-1959; Avia- 
tion Committee, 1957-1958; Subcommittee on 

Heliport Lighting of the Aviation Committee, 

1957-1958. 

HANKINS, M. A., Mole Richardson Co., 987 
N. Sycamore Ave., Hollywood 38, Calif. 

Light Sources Subcommittee of the Searchlight 

Committee, 1958-1959. 

HARDESTY, GEORGE K. C., U. S. Navy Engi- 
neering Experiment Station, Annapolis, Md. 

Aircraft Lighting Subcommittee of the Avia- 

tion Committee, 1958-1959. 

HARGIS, J. I., P.O. Box 349, Bloomfield, N. J. 

Secretary, New Jersey Section, 1957-1959. 
HARKEY, M. L., JR., General Electric Co., 
505 Twiggs St., Tampa, Fla. 

Chairman, Florida Section, 1958-1959. 
HARMON, D. B., 407-11 Nalle Bldg., Austin i, 
Texas. 

School Committee, 1957-1959. 

HARNEY, JOHN M., Smith Electric Co., 1100 
Remsen St., Cahoes, N. Y. 

Secretary, Eastern New York Section, 

1958. 

HARPER, D. A., General Electric Supply Co., 
305 Fulton W., Grand Rapids, Mich. 

Chairman, Western Michigan Section, 

1958. 

HARRIS, ELTON L., Sacramento Municipal 
Utility Dept., P.O. Box 2391, Sacramento, Calif. 
Secretary, Mother Lode Chapter, 1957-1954. 
HARRIS, JAMES D., Nashville Electric Service, 

1214 Church St., Nashville, Tenn. 
Chairman, Tennessee Valley Section, 
1959. 

HARRIS, MAC 

Subcommittee on Guide for Photometric 

Measurements of Mercury Vapor Lamps of 

the Committee on Testing Procedures for 

Illumination Characteristics, 1957-1958. 
HARRIS, THOMAS P., JR., 6037 Bonneau 
Road, Richmond, Va. 

Chairman, Virginia Section, 1958-1959. 
HARRISON, WARD, 23475 Stanford Rd., Cleve- 
land 22, Ohio. 

Committee on Design Practice, 1957-1959. 
HARSH, M. C., Line Materials Industries, 700 
W. Michigan St., Milwaukee, Wis. 

Subcommittee on Service Stations and Parking 

Areas of the Store Committee, 1957-1959. 
HART, A. L. Genera] Electric Co., Nela Park, 
Cleveland 12, Ohio. 

Sign Lighting Task Committee, 1957-1959; 

Subcommittee on Service Station and Parking 

Areas of the Store Committee, 1957-1959. 
HARTENSTEIN, R. H., Ohio Edison Co., Ak- 
ron, Ohio. 

Chairman, Medal Award Committee, 1958- 

1959; Member, 1957-1958; Chairman, Com- 

mitte on Constitution and Procedures, 1957- 

1959; Board of Nomination, 1957-1959; Light- 

ing Service Committee, 1958-1959; Past-Presi- 

dent, 1957-1958; Chairman, Trustees, I.E.S. 

Headquarters Retirement Pension Plan, 1957- 
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1958; Task Subcommittee 1958 Conference 

Executive Committee, 1957-1958. 
HARTMAN, J. R., American Locomotive Co., 
Schenectady, N. Y. 

Chairman, Fastern New York Section, 

1958. 

HARTZ, R. D., Bureau of Aeronautics, Navy 
Department, Washington, D. C. 

Subcommittee on Heliport Lighting of the 

Aviation Committee, 1957-1958. 

HARZ, RICHARD E., Sylvania Electric Prod- 
ucts Inc., Wheeling, West Va. 

Industrial Committee, 1957-1959. 

HASKELL, ROBERT, Pacific Gas & Electric 
Co., 245 Market St., San Francisco, Calif. 

Committee on Residence Lighting Forums, 

1958-1959. 

HASKINS, M. A., Westinghouse Electric Corp., 
Bloomfield, N. J. 

Subcommittee on Light Sources of the Search- 

light Committee, 1957-1958. 

HASLAM, T. W., Georgia Power Co., 75 Mari- 
etta St. N. W., Atlanta, Ga. 

Chairman, Georgia Section, 1958-1959. 
HASPEDIS, W. L., Columbia Electric & Mfg. 
Co., No. 2310 Fancher Way, Spokane, Wash. 

Secretary, Inland Empire Chapter, 1957-1958. 
HASTINGS, M. B., Powerlite Devices Ltd., 54 
Atomic Ave., Toronto 18, Ont. 

Medal Award Committee, 1958-1959; Road- 

way Committee, 1957-1959; Subcommittee on 

Program and Publicity of the Roadway Com- 

mittee, 1957-1958. 

HATCH, ARTHUR J., The Strong Electric 
Corp., 87 City Park Ave., Toledo 1, Ohio. 

Searchlight Committee, 1957-1959; Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1957-1959. 

HAWKEY, MICHAEL M., 2256 W. 12th Ave., 
Room 204A, Vancouver, B. C. 

Secretary, British Columbia Section, 

1959. 

HAWKINS, W. E., Atlantic City Electric Co., 
1600 Pacific Ave., Atlantic City, N. J. 

Roadway Committee, 1957-1958; Chairman, 

Subcommittee on Photographic Studies of the 

Roadway Committee, 1957-1958. 

HAWLEY, W. L., Canadian General Electric 
Co., 830 Lansdowne Ave., Toronto 4, Ont. 

Conference Executive Committee, 1957-1958. 
HAYNES, HOWARD, C. P. Watts Electric Co., 
227 S. Farish St., Jackson, Miss. 

Chairman, Mississippi Chapter, 1958-1959; 

Subcommittee on Hospitals of the Institutions 

Committee, 1957-1958. 
HEARN, CHARLES A., U. 
Board, Fort Sill, Oklahoma. 

Searchlight Committee, 1958-1959; Nomen 

clature Subcommittee of the Searchlight Com- 

mittee, 1958-1959. 

HECKMANN, L. F., The Union Metal Mfg. 
Co., 1432 Maple Ave. N.E., Canton 5, Ohio. 

Secretary, Roadway Committee, 1957-1959; 

Subcommittee on Traffic Safety of the Road- 

way Committee, 1957-1958. 

HEDRICH, W. A., University of Michigan, Ann 
Arbor, Mich. 

Education Committee, 1957-1959. 
HEINE-GELDERN, ROBERT, Hanovia Lamp 
Div., Engelhard Industries, Inc., 100 Chestnut 
St., Newark, N. J. 

Searchlight Committee, 1957-1959; Light 

Sources Subcommittee of the Searchlight Com- 

mittee, 1957-1959; Nomenclature Subcommit- 

tee of the Searchlight Committee, 1958-1959. 
HELMIG, GERALD R., 357 W. Ist St., Day- 
ton 2, Ohio. 

Chairman, Miami Valley Section, 1958-1959. 
HENDERSON, R.L., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Public Conveyances — Interior 

Lighting, 1958-1959; Marine Transportation 

Subcommittee of the Public Conveyances — 

Interior Lighting Committee, 1958-1959; Sub- 

committee on Interior Lighting — Land 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1957-1958. 
HENRIE, E. H., The Howard P. Foley Co., 
1630 Pine St., Philadelphia 3, Pa. 

Secretary, Philadelphia Section, 
HENRY, N. W. 

Interior Lighting — Land Transportation Sub- 

committee of the Committee on Public Con- 

veyances, 1957-1958. 


1957- 


1958- 
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HENSCHELL, A. W., 51 Wellington St., W., 
Toronto, Ont. 

Secretary, Toronto Section, 1958-1959. 
HERBERT, J. S., Blue Ridge Glass Corp., 
Kingsport, Tenn. 

Daylighting Committee, 1957-1958; Subcommit- 

tee on Revision of Recommended Practice for 

Daylighting of the Daylighting Committee, 

1957-1959. 

HERBERT, M. G., P. O. Box 1153, San Jose, 
Calif. 

Chairman, San Jose Chapter, 1957-1958. 
HERGET, ROBERT R., Robertson § Electric 
Co., Inc., 126 S$. Elmwood Ave., Buffalo, N. Y. 

Chairman, Western New York Section, 1958- 

1959. 

HERN, CHARLES A. 

Searchlight Committee, 1957-1958. 

HEROUX, CLEMENT, Quebec Power Co., 399 
St. Joseph St., East, Quebec 2, P. Q., Canada. 

Secretary, Quebec Chapter, 1958-1959. 
HERSAM, G. E., Pacific Gas & Electric Co., 
1100 K St., Sacramento, Calif. 

Chairman, Mother Lode Chapter, 1957-1958. 
HEYER, E. B., Heyer-Schultz Corp., 10 Factory 
Street, Cedar Grove, N. J. 

Subcommittee on Optics of the Searchlight 

Committee, 1957-1959; Nomenclature Subcom- 

mittee of the Searchlight Committee, 1958- 

1959. 

HIBBEN, S. G., 31 
N. J. 

Historical Committee, 

1957-1958. 

HIGGINS, HOWARD, New York Airways, Box 
426, Airport Station, Flushing 71, N. Y. 

Subcommittee on Heliport Lighting of the 

Aviation Committee, 1957-1958. 
HIGHTOWER, Kk. D., Square D Company, 
P.O. Box 4327, Shreveport, La. 

Secretary, Ark-La-Tex Chapter, 1958-1959. 
HILDEBRAND, PAUL H., Pennsylvania Pow- 
er & Light Co., 901 Hamilton S&., Allentown, 
Pa. 

Committee on Education, 1957-1959. 
HIELGER, D. A., Graybar Electric Co., 1730 W. 
Michigan St., Duluth, Minn. 

Secretary, Twin Ports Chapter, 1957-1958. 
HILL. W. G., Voltare Tubes, Inc., 44 Cross St., 
Norwalk, Conn. 

Committee on Testing Procedures, 1957-1959; 

Subcommittee on Guide for Electrical and 

Photometric Measurements of Fluorescent 

Lamps of the Committee on Testing Proce- 

dures, 1958-1959; Subcommittee on Practical 

Guide to Photometry of the Committee on 

Testing Procedures, 1957-1958. 

HINCKLEY, WILLIAM 

Committee on Residence Lighting Forums, 

1958-1959. 

HINGSTON, G. N., Steel Window Institute, 
806 Rowland Ave., Cheltenham, Pa. 

Davlighting Committee, 1957-1958. 

HITT, W. L., Airline Pilots Assn., 9926 Good- 
ing Dr., Dallas 20, Texas. 

Subcommittee on Aircraft Cockpit Lighting 

of the Aviation Committee, 1957-1958. 
HODGE, C. ROY, Canadian Westinghouse Sup- 
ply Co., 124 Walnut St., Hamilton, Ont. 

Chairman, Hamilton Ontario Chapter, 1957- 

1958. 

HODGES, JAMES A., James A. Hodges Co., 4 
W. Manilla Ave., Greentree, Pittsburgh, Pa. 

Chairman, Pittsburgh Section, 1957-1958. 
HOFFMAN, HERBERT, Condi-Lite Corpora- 
tion, 889 Broadway, New York, N. Y. 

Store Committee, 1958-1959; Committee on 

Allied Arts, 1958-1959. 

HOLDEN, C. M., Champion Lamp Works, 330 
Lynnway, Lynn, Mass. 

Vice-Chairman, Maintenance Committee, 

1958-1959; Member, 1957-1958; Committee 

on Light Control and Equipment Design, 

1957-1959. 

HOOD, PAUL B., Eggleston & Son, 255 Gra- 
dolph, Toledo 12, Ohio. 

Secretary, Northwestern Ohio Section, 

1959. 

HOOT, R. M., Philadelphia Electric Company, 
211 So. Broad St., Philadelphia 5, Pa. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Photographic Studies and Subcommit- 

tee on Program and Publicity of the Roadway 

Committee, 1957-1958. 

HORN, H. W., University of Illinois, Urbana, 
Til. 
Committee on Education, 1957-1959. 


Clinton Ave., Montclair, 


1958-1959; Chairman, 


1957- 


HORNFECK, L. W., 7il 
Pittsburgh 22, Pa. 
Subcommittee on Ground Lighting of the 
Aviation and Signal Committee, 1958-1959; 
Aviation Committee, 1957-1958. 
HORTON, G. A., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 
Cotramittee on Testing Procedures, 1957-1959; 
Chairman, Subcommittee on Guide for Use of 
Photoelectric Portable Photometers (1937) of 
the Committee on Testing Procedures, 1957- 
1959; Chairman, Subcommittee on Guide for 
Photometric Testing of Fluorescent Lumi- 
naires of the Testing Procedures Committee, 
1957-1959; Subcommittee on Guide for Inter- 
pretation of Test Data and Results of the 
Committee on Testing Procedures, 1958-1959; 
Subcommittee on Guide for Photometric Test- 
ing of Floodlights of 10°-160° Total Beam 
Spread (1950) of the Testing Procedures Com- 
mittee, 1957-1959; Subcommittee on Practical 
Guide to Photometry of the Testing Proce- 
dures Committee, 1957-1959; Subcommittee 
on Practical Guide for Brightness Measure- 
ments of the Committee on Testing Proce- 
dures, 1957-1959; Subcommittee on Guide for 
Photometric Testing of Street Lighting Lumi- 
naires of the Committee on Testing Proce- 
dures, 1957-1959; Chairman, Subcommittee on 
Guide for Outdoor Ilumination Tests of the 
Committee on Testing Procedures for Ilumi- 
nation Characteristics, 1957-1958. 
HOUSTON, WALTER, _Interlectric 
Lexington Ave., Warren, Pa. 
Committee on Light Sources, 1957-1959; Com- 
mittee on Testing Procedures, 1957-1959; Sub- 
committee on Practical Guide to Colorimetry 
of Light Sources of the Testing Procedures 
Committee, 1957-1959; Subcommittee on 
Guide for Electric and Photometric Measure- 
ments of Fluorescent Lamps of the Committee 
on Testing Procedures, 1958-1959; Subcom- 
mittee on Guide for Life Performance Test- 
ing of Fluorescent Lamps of the Testing 
Procedures Committee, 1958-1959. 
HOWARD, GEORGE T., General Electric 
Company, Nela Park, Cleveland 12, Ohio. 
Theater-Television Committee, 1957-1959. 
HOWELL, W. D., CAA-TDC, Box 5767, In- 
dianapolis, Ind. 
Subcommittee on Aircraft Lighting of the 
Aviation and Signal Committee, 1957-1959; 
Aviation Committee, 1957-1958. 
HOXIE, J. P., Corning Glass Works, Corning, 
N.Y. 
Secretary, Subcommittee on Ground Lighting 
of the Aviation and Signal Committee, 1958- 
1959; Subcommittee on Aircraft Lighting of 
the Aviation and Signal Committee, 1958- 
1959; Aviation Committee, 1957-1958; Sub- 
committee on Bibliography of the Aviation 
Committee, 1957-1958; Subcommittee on Visi- 
bility Under Fog Conditions of the Roadway 
Committee, 1957-1958. 
HRIVNATZ, HARRY. Houston Lighting & 
Power Co., Box 1700, Houston, Texas. 
Roadway Lighting Committee, 1957-1959. 
HUERKAMP, FE. C., Westinghouse Electric 
Corp., 12L6 West 58th St., Cleveland 1, Ohio. 
Sustaining Membership Committee, 1958-1959. 
HULKE, WARREN W., Soderberg Manufactur- 
ing Co. Inc., 628 South Palm Ave., Alhambra, 
Calif. 
Chairman, Subcommittee on Aircraft Lighting 
of the Aviation and Signal Committee, 1958- 
1959; Aviation Committee, 1957-1958; Chair- 
man, Aircraft Subcommittee of the Aviation 
Committee, 1957-1958; Subcommittee on Sea- 
drome Lighting of the Aviation Committee, 
1957-1958. 
HULTGREN, R. C., Celine Inc., North Island 
Ave., Batavia, Il. 
School Committee, 1957-1959. 


INNIS, L. E., Sylvania Electric Products Inc., 

2001 N. Cornell, Melrose Park, * 
Education Committee, 1957-19 ; Subcommit- 
tee on Revision of “Lighting Fundamentals 
Course” of the Education Committee, 1957- 
1958. 

IRVING, W. S., General Electric Co., 4030 

N.W. 10th St., Oklahoma City, Okla. 
Chairman, Central Oklahoma Chapter, 1958- 
1959. 


Penn Avenue Bidg., 


Corp., 


1958 
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JACOBUS, NEAL, Jacobus and Babinsky, 395 
Cleveland Drive, Buffalo 5, N. Y. 

1.E.S.- U. S. Public Health Service Commit- 

tee, 1957-1958. 

JAEGER, ARTHUR R., Corning Glass Works, 
Corning, N. Y. 

Progress Committee, 1957-1959; Subcommittee 

on Measurements of Performance Character- 

istics of Portable Lamps of the Residence 

Lighting Committee, 1957-1958. 

JAMES, L. V., 513 S. Catherine Ave., La 
Grange, Ill. 

School Committee, 1957-1959; Chairman, In- 

stitutions Commitiee, 1957-1958; Committee 

on Quantity and Quality of Illumination, 

1957-1958. 

JARRETT, CHESTER W., Portland General 
Electric Co., 621 S. W. Alder St., Portland, Ore. 

School Committee, 1957-1959. 

JENSEN, BRUCE J., Public Service Electric & 
Gas Co., 80 Park Place, Newark 1, N. J. 

Board of Fellows, 1958-1959; Committee on 

Handbook Revision, 1957-1959; Medal Award 

Committee, 1957-1958. 

JENSEN, C. F., Westinghouse Electric Corp., 
Merchandise Mart Plaza, Chicago, Ill. 

Subcommittee on Aircraft Cabin Lighting of 

the Aviation Committee, 1957-1958. 
JENSEN, J. H., General Electric Co., 
Park, Cleveland 12, Ohio. 

Committee on Allied Arts, 1957-1958. 
JENSEN, W. A., Air Transport Association of 
America, 1000 Connecticut Ave., N.W., Wash- 
ington, D.C. 

Subcommittee on Aircraft Lighting of the 

Aviation and Signal Committee, 1957-1959; 

Subcommittee on Ground Lighting of the 

Aviation and Signal Committee, 1958-1959; 

Aviation Committee, 1957-1958; Subcommittee 

on Airport Runway Lighting and Subcommit- 

tee on Airport Service Area Lighting of the 

Aviation Committee, 1957-1958. 

JEROME, C. W., Sylvania Electric Products 
Inc., 60 Boston St., Salem, Mass. 

Light Sources Committee, 1958-1959; Subcom- 

mittee on Color Rendition of the Light 

Sources Committee, 1957-1959. 

JOHNSON, JOHN, Engineer Research & De- 
velopment Laboratories. Ft. Belvoir, Va. 

Subcommittee on Visibility of Targets and 

Sources of the Searchlight Committee, 1958- 

1959. 

JOHNSON, L. M., 
Hall, Chicago 2, Il. 

Subcommittee on Luminaire Maintenance of 

the Roadway Committee, 1957-1958. 
JOHNSON, L. T., Public Service Electric & Gas 
Co., 80 Park Place, Newark, N. J. 

Editorial Content and Technical Data Sheets 

Subcommittee of the Publications Committee, 

1957-1958. 

JOHNSON, LESTER, Pueblo Electric Supply 
Co., 151 Spring St., Pueblo, Colo. 

Chairman, Southern Colorado Chapter, 1957- 

1958. 

JOHNSON, R. K., Maritime Administration, 
Dept. of Commerce, GAO Bidg., 5th & G Sts., 
N. W., Washington 25, D. C. 

Marine Transportation Subcommittee of the 

Committee on Public Conveyances — Interior 

Lighting, 1957-1959. 

JOHNSON, W.H., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 2, Ohio. 

Secretary, Cleveland Section, 1958-1959; Office 

Committee, 1957-1959; School Committee, 

1957-1959. 

JOHNSTON, S. D., General Electric Co., 323 
Srd St., S. W., Albuquerque, N. M. 

Secretary, New Mexico Chapter, 1958-1959. 
JONES, BILL F., Smoot-Holman Co., Box 4097, 
Inglewood, Calif. 

Committee on Testing Procedures for Illumi- 

nation Characteristics, 1957-1958; Subcommit- 

tee on Guide for Interpretation of Test Data 
and Results of the Testing Procedures Com- 
mittee, 1958-1959; Subcommittee on Practical 

Guide to P of the Testing Proce- 

dures Committee, 1957-1959; Subcommittee on 

Practical Guide for Brightness Measurements 

of the Testing Procedures Committee, 1957- 

1959; Subcommittee on Guide for Photo- 

metric Testing of Fluorescent Luminaires of 

the Testing Procedures Committee, 1957-1958. 


Nela 


City of Chicago, 810 City 


1958 


JONES, DUNCAN M., Curtis Lighting of Can- 
ada, Litd., 195 Wicksteed Ave., Leaside, Toron- 
to, Ont. 

Chairman, Board of Nomination, 1957-1958; 

Medal Award Committee, 1957-1958; Task 

Committee, Headquarters Location, 1957-1958. 
JONES, R. E., 444 Dexter Horton Bidg., Seattle, 
Wash. 

Chairman, Puget Sound Section, 1958-1959. 
JONES, WILLIAM E., Nashville Electric Serv- 
ice, 1214 Church St., Nashville, Tenn. 

Secretary, Tennessee Valley Section, 1957-1959. 
JORN, A. T., Lake Avenue, Highland Lake, 
Grayslake, Til. 

Chairman, 1.E.S.- American Society of Heat- 

ing and Air-Conditioning Engineers Joint 

Committee, 1957-1959. 

JOSEPH, GERALD, Lighting & Maintenance 
Co., 1220 Central Ave., S. E., Albuquerque, 
N. M, 

Secretary, New Mexico Chapter, 1957-1958. 
JUDD, DEANE B., National Bureau of Stand- 
ards, Washington 25, D. C. 

Subcommittee on Color Rendition of the 

Light Sources Committee, 1957-1959. 

JUNG, RICHARD C., General Electric Co., 807 
C & I Life Bidg., Houston 2, Texas. 
Secretary, San Jacinto Section, 1957-1958. 


K 


KAHLER, W. H., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Industrial Committee, 1958-1959; Chairman, 

1957-1958; Store Committee, 1957-1959; Sign 

Lighting Committee, 1957-1959; Committee 

on Handbook Revision, 1957-1959; Committee 

on Quantity and Quality of Illumination, 

1957-1958. 

KAISER, ROBERT, American Concrete Corp., 
5092 No. Kimberly Ave., Chicago 30, Il. 

Roadway Committee, 1958-1959. 

KARANT, MAX, Aircraft Owners and Pilots 
Association, Box 5960, Washington 14, D. C. 

Subcommitte on Aircraft Exterior Lighting of 

the Aviation Committee, 1957-1958. 

KARNS, E. B., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland, Ohio. 

Chairman, Subcommittee on Airport Service 

Area Lighting of the Aviation Committee, 

1957-1958. 

KASSMAN, EDWARD O., Westinghouse Elec- 
tric Corp., 10 High St., Boston, Mass. 

Chairman, New England Section, 1953-1959. 
KAUFMAN, JOHN, Illuminating Engineering 
Society, 1860 Broadway, New York 23, N. Y. 

Review Subcommittee on Home Lighting Data 

Sheets of the Publications Committee, 1958- 

1959. 

KEALLY, FRANCIS, Keally and Patterson, 
Architects, 17 E. 49th St., New York 17, N. Y. 

Subcommittee on Hotels of the Institutions 

Committee, 1957-1959. 

KECK, M. E., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Roadway Committee, 1957-1959; Chairman, 

Subcommittee on Parking Area Lighting of 

the Roadway Committee, 1957-1958; Subcom- 

mittees on: Tunnels and Underpasses; Stand- 
ard Practice; Roadway Lighting Principles; 

Research; Visibility Under Fog Conditions and 

Lighting for High Speed, Heavy Traffic Den- 

sity Highways of the Roadway Committee, 

1957-1958. 

KEELER, A. R., Keeler Sales Co., 818 Catalpa 
Dr., Royal Oak, Mich. 

Allied Arts Committee, 1957-1959. 

KELLER, C. C., Holophane Company Inc., 342 
Madison Ave., New York 17, N. Y. 

Committee on Constitution and Procedures, 

1957-1959; Chairman, Sustaining Membership 

Committee, 1957-1958; Finance Committee, 

1957-1958. 

KELLEY, EVERETT F., Champion Lamp 
Works, 330 Lynnway, Lynn, Mass. 

Committee on Light Sources, 1957-1959. 
KELLY, RICHARD, 14844 E. 40th St., New 
York 16, N. Y. 

Store Committee, 1957-1959. 
KELLY, THOMAS SMITH, 
New York 22, N. Y. 

Committee on Residence Lighting Forums, 

1957-1959. 

KELSEY, E. W., Pennsylvania Power & —— 

Co., 1801-33 Brookwood St., Harrisburg, 
Chairman, Eastern Pennsylvania Satin, riesr- 
1958. 


115 E. 60th St., 


KENDALL, R. C., Kimble Glass Company, Box 
711, Muncie, Ind. 

Daylighting Committee, 1957-1959; Subcom- 

mittee on Revision of Recommended Practice 

for Daylighting of the Daylighting Commit- 

tee, 1957-1959. 

KETCH, J. M., 991 Roanoke Road, Cleveland 
Heights, Ohio. 

Chairman, Subcommittee on Museums and Art 

Galleries of the Institutions Committee, 1957- 

1958. 

KEVERN, G. M., USAF, Wright Air Develop- 
ment Center, Wright-Patterson AF Base, Ohio. 

Searchlight Committee, 1957-195S; Nomencla- 

ture Subcommittee of the Searchlight Com- 

mittee, 1958-1959; Subcommittee on Aircraft 

Lighting of the Aviation and Signal Commit- 

tee, 1957-1959; Subcommittee on Ground 

Lighting of the Aviation and Signal Commit- 

tee, 1958-1959; Aviation Committee, 1957- 

1958; Subcommittee on Aviation Lamps 

(Large) and Subcommittee on Airport Run- 

way Lighting of the Aviation Committee, 

1957-1958. 

KEYSER, JOHN T., JR., Alabama Power Co., 
2100 Ist Ave. N., Birmingham, Ala 

Chairman, Alabama Section, 1957-1958. 
KIGHT, LUCIAN T., Duquesne Light Co., 
435 6th Ave., Pittsburgh 19, Pa. 

Allied Arts Committee, 1957-1959. 
KILCREASE, FRANK, 2114 38th St., Lubbock, 
Texas. 

Secretary, South Plains Chapter, 1958-1959. 
KILLIAN, T. J., Office of Naval Research, 
Washington 25, D. C. 

Allied Arts Committee, 1957-1958. 
KILPATRICK, J. L., Litecraft Industries, Inc., 
100 Dayton Ave., Passaic, N. J. 

School Committee, 1957-1959; Office Commit- 

tee, 1958-1959. 

KIMERY, W. T., Dallas Power & Light Co., 
1506 Commerce, Dallas, Texas. 

National Technical Conference Committee, 

1958-1959; Secretary, North Texas Section, 

1957-1959. 

KINDEL, L. H., Central Power & Light Co., 
120 N. Chaparral, Corpus Christi, Texas. 

Secretary, Coastal Bend Chapter, 1958-1959. 
KINGSBURY, H. F., Pittsburgh Corning Corp., 
Port Allegany, Pa. 

Daylighting Committee, 1957-1959; Subcom- 

mittee on Revision of Recommended Practice 

for Daylighting of the Daylighting Commit- 
tee, 1957-1959; Subcommittee on Availability 
of Daylight (Exterior) of the Daylighting 

Committee, 1957-1958. 

KINNEY, EDWIN E., Outdoor Advertising As- 
sociation of America, Inc., 24 West Erie St., 
Chicago 10, Ill. 

Sign Lighting Committee, 1958-1959. 
KIRKPATRICK, M. C., Wasco Products, 
Bay State Rd., Cambridge, Mass. 

Daylighting Committee, 1957-1959. 
KLEINSCHMIDT, C. C., 15 Swallow, New Or- 
leans 24, La. 

Chairman, New Orleans Section, 1958-1959. 
KLIEGL, HERBERT A., Kliegl Bros. Universal 
Electric Stage Lighting Co. Inc., 321 West 50th 
Street, New York 19, N. Y. 

Theater-Television Committee, 1957-1959. 
KNAPP, S. S., AGA Division, Elastic Stop Nut 
Corp. of America, 1027 Newark Ave., Elizabeth 
& BZ. 

Subcommittee on Seadrome Lighting of the 

Aviation Committee, 1957-1958. 

KOLB, W. S., Westinghouse Electric oy 
1216 W. 58th St., Cleveland, Ohio. 

Committee, 1957-1959. 
KOLBEINS, E. N., 768 W. 6lst Avenue, Van- 
couver 14, B. C. 

Chairman, British Columbia Section, 1958- 

1959. 

KONECZNY, W. E., Civil Aeronautics Board, 
Bureau of Safety, Washington 25, D. C. 

Aviation Committee, 1957-1958. 

KOOKER, E. M., General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

Subcommittee on Guide for Life Performance 

Testing of Fluorescent Lamps of the Commit- 

tee on Testing Procedures, 1958-1959. 
KORBEL, HAROLD, Naval Material Labora- 
tory, New York Naval Shipyard, Brooklyn 1, 
N.Y. 

Searchlight Committee, 1957-1959; Nomencla- 

ture Subcommittee and Light Sources Subcom- 

mittee of the Searchlight Committee, 1957- 

1959. 
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KORTEN, GEORGE E., Consumers Power Co., 
212 West Michigan Ave., Jackson, Mich, 
Roadway Committee, 1957-1959; Chairman, 


Handbook Revision Subcommittee of the 
Roadway Commitiee, 1957-1958; Subcommit- 
tee on Luminaise Mai e and Subcom- 





mittee on Standard Practice of the Roadway 

Committee, 1957-1958. 

KOSAK, ARNO, Donceles 89, Mexico City 1, 
D. F. 

Secretary, Mexico Chapter, 1957-1958. 
KOVEN, A. L., Beryllium Corp., Box 375, 
Harelton, Pa. 

1.E.S.-U. §. Public Health Service Commit- 

tee, 1957-1959. 

KR“ EHENBUEHL, J. 
Colorado Springy, Colo. 

Committee on Nomenclature, 1957-1959; 

Committee on Allied Arts, 1957-1959; Chair- 

man, Committee on Student Membership, 

1957-1958. 

KRALL, JOHN L., Sylvania Electric Products 
Inc., 450 Funstan Rd., Kansas City, Kans. 

Chairman, Heart of America Section, 1958- 

1959; Secretary, 1657-1958. 

KRAWCERK, A. E., Crouse-Hinds Co., Syracuse 
1, N. ¥. 

Committee on Testing Procedures, 1957-1959; 

Subcommittee on Guide for Interpretation of 

Test Data and Results of the Testing Proce- 

dures Committee, 1958-1959; Subcommittee on 

Practical Guide for Brightness Measurements 

of the Testing Procedures Committee, 1957- 

1958; Subcommittee on Guide for Photometric 

Testing of Floodlights of 10°-160° Total Beam 


O., Colorado College, 





LAUPP, C. N., Wisconsin Electric Power Co., 
231 W. Michigan St., Milwaukee, Wis. 

Chairman, Sign Lighting Task Committee, 

1957-1959; School Committee, 1957-1959: In- 

stitutions Committee, 1957-1958. 

LAZO, JOHN, A.M.E.L. NEAS, Naval Air Ma- 
terial Center, Philadelphia 12, Pa. 

Subcommittee on Aircraft Cockpit Lighting of 

the Aviation Committee, 1957-1958. 
LEBERKNIGHT, C. E., Kopp Glass Inc., 
Palmer St., Pittsburgh 18, Pa. 

Committee on Testing Procedures for Ilumi- 

nation Characteristics, 1957-1958; Subcommit- 

tee on Guide on Colorimetry of the Commit- 

tee on Testing Procedures, 1957-1958. 

LEE, F. B., General Electric Co., Lamp Divi- 
sion, 2747 S. Malt Ave., Los Angeles 22, Calif. 

Chairman, Southern California Section, 1958- 

1959; Secretary, 1957-1958. 

LEE, MARK E., lowa Public Service Co., Sioux 
City, Iowa. 

Chairman, Cornhusker Section, 1957-1958. 
LEIGHTON, KAYE, General Electric Company, 
Nela Park, Cleveland 12, Ohio. 

Residence Lighting Committee, 1957-1959; 

Subcommittee on Measurement of Perform- 

ance Characteristics of Portable Lamps of the 

Residence Lighting Committee, 1957-1959; 

Subcommittee on Revision of Contemporary 

Lighting in Modern and Traditional Interiors 

of the Residence Lighting Committee, 1957- 

1959. 

LEISTER, T.H., Line Material Industries, 12th 
& } rer Avenues, South Milwaukee, Wis 





Spread (1950), of the Testing Pi 
Committee, 1957-1959; Subcommittee on 
Guide for Photometry of Searchlights of the 
Testing Procedures Committee, 1957-1958; 
Subcommittee on Revision of IES Handbook 
of the Searchlight Committee, 1957-1958. 
KRIDEL, NORMAN, Rochester Gas & Electric 
Co., 89 East Avenue, Rochester 4, N. Y. 
Industrial Lighting Committee, 1957-1959; 
Chairman, Subcommittee on Clothing of the 
Industrial Committee, 1957-1959. 
KUEHNE, R., Lowell-Dressel, Inc., Arlington, 
N.J 
Subcommittee on Marine Transportation of 
the Committee on Public Conveyances — In- 
terior Lighting, 1957-1959. 
KUHNKE, WILLIAM C., Wisconsin Electric 
Power Co., 251 W. Michigan St., Milwaukee, 
Wis. 
Chairman, Milwaukee Section, 1957-1958. 
KUZELL, RITA, 183 Midway Rd., Decatur, Ga. 
Committee on Residence Lighting Forums, 
1957-1958. 


L 


LAGO, FRANCIS, Socony Mobil 
E. 42nd St., New York 17, N. Y. 
Subcommittee on Service Stations and Parking 

Areas of the Store Committee, 1957-1959. 
LAM, WILLIAM, Lam Inc., 404 Main St., 
Wakefield, Mass. 

Committee on Allied Arts, 1958-1959. 
LAMBE, STANLEY S., 1905 E. Sheridan, Phoe- 
nix, Ariz. 

Secretary, Arizona Section, 1958-1959. 
LAMSON, PAUL H., A. L. Smith Iron Co., 217 
Everett Ave., Chelsea 50, Mass. 

Committee on Testing Procedures, 1957-1959; 

Chairman, Subcommittee on Practical Guide 

for Brightness Measurements of the Commit- 

tee on Testing Procedures, 1957-1959; Sub- 
committee on Guide for Photometric Testing 
of Fluorescent Luminaires of the Testing 

Procedures Committee, 1957-1959. 
LANDRIAULT, EMILE, Bedard-Girard, Ltd., 
19 Jacob St., Halifax, N. § 

Secretary, Bluenose Chapter, 1957-1958. 
LANDRY, R. A., Jr., Gulf States Utilities Co., 
P.O. Box 2951, Beaumont, Tex. 

Roadway Lighting Committee, 1957-1959. 
LATIL, J. P., Genarco Inc., 97-04 Sutphin 
Bivd., Jamaica 35, N. Y. 

Chairman, Searchlight Committee, 1957-1959; 

Chairman, Subcommittee on Bibliography oi 

the Searchlight Committee, 1957-1959; Sub- 

committee on Light Sources of the Searchlight 

Committee, 1957-1958. 


Oil Co., 150 


Public Relations and ‘a Committee, 
1957-1958. 
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MOLE. PETER. Mole-Richardson Co.. 087 No. 


on Testing Procedures for ‘Mu. 
mination Characteristics, 1957-1959; Subcom- 
mittee on Guide for Electrical and Photo- 
metric Measurements of Fluorescent Lamps of 
the Committee on Testing Procedures, 1958- 
1959; Subcommittee on Guide for Interpre- 
tation of Test Data and Results of the Test- 
ing Procedures Committee, 1958-1959; Chair- 
man, Subcommittee on Guide for Photometric 
Testing of Street Lighting Luminaires of the 
Committee on Testing Procedures, 1957-1959; 
Subcommittee on Guide for Photometric 
Measurements of Mercury Vapor Lamps of 
the Committee on Testing Procedures, 1957- 
1958. 

LEWIS, AMOS L., 

Vienna, Va. 
Subcommittee on Ground Lighting of the 
Aviation and Signal Committee, 1958-1959; 
Aviation Committee, 1957-1958; Chairman, 
Subcommittee on Seadrome Lighting of the 
Aviation Committee, 1957-1958; Subcommit- 
tees on Aviation Lamps (Large); Definitions 
and Terms; and Airport Taxiway Lighting 
of the Aviation Committee, 1957-1958. 

LEWIS, C. CARTER, Union Electric Co., 315 

N. 12th St., St. Louis, Mo. 

Lighting Service Committee, 1957-1958. 
LIEB, RUTH, 319 East 50th St., New York, 
2.8. 

Committee on Residence Lighting 

1957-1959. 

LINDSAY, R. P., Canadian Line Materials Inc., 

3595 St. Clair Ave. E., Toronto 138, Ont. 
Secretary, Toronto Section, 1957-1958; 1958 
Conference Executive Committee, 1957-1958. 

LINFORTH, E. M., 107 Green St., Hulmeville, 

Bucks County, Pa. 

Daylighting Committee, 1957-1959; Subcom- 

mittee on Revision Recom: Practice 

for Daylighting of the Daylighting Committee, 

1957-1959; Coordinating Subcommittee of the 

Daylighting Committee, 1957-1958. 
LINSDAY, E. A., General Electric Co., 
Park, Cleveland 12, Ohio. 

Chairmen, Progress Committee, 1957-1959; 

Industrial Committee, 1957-1959; Chairman, 

Subcommittce on Revision of Recommended 

Practice of the Industrial Committee, 1957- 

1958. 

LITTLE, W. F., 75 Dalton Rd., Yonkers 2, 

N. ¥. 

Chairman, Residence Committee, 1958-1959; 
Daylighting Committee, 1957-1959; Nomen- 
clature Committee, 1957-1959. 

LLOYD, MORRIS, Electric Bldg., 535 Wash- 

ington St., Buffalo 3, N. Y. 

Chairman, 1.E.S.— American Society of Agri- 
cultural Engineers Committee, 1957-1959. 
LOBDELL, HARRY, Columbia Electric & Mfg. 

Co., 1024 W. Ida, Spokane 10, Wash. 

, Inland Empire Chapter, 1958-1959. 
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LOGAN, H. L., Holophane Company, Inc., 342 
Madison Ave., New York 17, N. Y. 
Historical Committee, 1957-1959; School Com- 
mittee, 1957-1959; Subcommittee on Hospitals 
of the Institutions Committee, 1957-1959. 
LONG, HOWARD, The Benjamin Electric 
Limited, Brantwood Road, Tottenham, London 


N. 17, England. 
Industrial Lighting Committee, 1957-1959; 
Committee on Maintenance, 1957-1959; Sports 
and Recreational! Areas Committee, 1957-1959. 

LORCH, ALBERT, Dept. of Water & Supply, 

Gas and Electricity, Municipal Bidg., New 

York, N. Y. 

Roadway Committee, 1957- 1959; Subcommit- 
tee on | i eM ec of the Road- 
way Committee, 1957-1958. 

LOTHROP, REUBEN K., Southwestern 

Electric Co., Shreveport, La. 
Vice-President, Southwestern Region, 
1958; Regional Activities Committee, 
1958; National Technical Conference 
mittee, 1957-1958. 

LOUDEN, WILLIAM H., 

Electric 





Gas & 


1957- 
1957- 
Com- 


Rochester Gas & 
, 89 East Ave., Rochester, N. Y. 

Secretary, Rochester Section, 1957-1959. 
LOUGH, JUDD, Holophane Company, Inc., At- 
lanta, Ga. 

Membership Committee, 1958-1959. 
LOWDER, JACK W., Stevens Sales Co., Box 
2338, Salt Lake City 10, Utah. 

Chairman, Utah Section, 1958-1959. 

LOWE, JAMES A., Duke Power Co., 217 N. 
Elm St., Greensboro, N. C. 

Chairman, Tar Heel Section, 1958-1959. 
LOWELL, PARKER, Minnesota Power & Light 
Co., 30 W. Superior St., Duluth, Minn. 

Chairman, Twin Ports Chapter, 1957-1958. 
LOWELL, W. P., JR., Sylvania Electric Prod- 
ucts, Inc., 60 Boston St., Salem, Mass. 

Chairman, Finance Committee, 1957-1959; 

Advance Planning Committee, 1957-1959; Na- 

tional Technical Conference Committee, 1957- 

1959; Trustee, I.E.S. Headquarters Retire- 

ment Pension Plan, 1957-1959; Publications 

Committee, 1958-1959. 

LOZIER, W. W., National Carbon Research 
Laboratories, P.O. Box 6116, Cleveland 1, Ohio. 

Testing Procedures Subcommittee of the 

Searchlight Committee, 1958-1959. 

LUSK, R. R., Commonwealth Edison Co., 7601 
South Lawndale, Chicago, I!l. 

Education Committee, 1957-1959; Chairman, 

Subcommittee on Revision of “Lighting De- 

sign Problems Course” of the Education 

Committee, 1957-1958. 

LUTES, WALTER J., 73 Greenwood Drive, 
P.O. Box 591, Moncton, N. B. 

, Maritime Chapter, 1958-1959. 
LYON, WILLIAM, American Electric Power 
Service Corp., 30 Church St., New York 8, N.Y. 

Maintenance Committee, 1958-1959. 

LYTH, BYRON F., JR., Niagara Mohawk 
Power Corp., 535 Washington St., Buffalo, N. Y. 
Membership Committee, 1957-1958. 


MACBETH, NORMAN, 

burgh, N. Y. 
Subcommittee on Color Rendition of the 
Light Sources Committee, 1957-1959. 

MacCONNELL, J. D., Stanford University, 

School of Education, Stanford, Calif. 
School Committee, 1957-1959. 

MacDONALD, T. H., U. S. Weather Bureau, 

24th & M Sts., Washington, D. C. 
Daylighting Committee, 1957-1959; Subcom- 
mittee on Revision of Recommended Practice 
for Daylighting of the Daylighting Commit- 
tee, 1957-1959. 

MACHTINGER, EDWARD, Crouse Hinds Co. 

of Canada, Ltd., 1160 Birchmount Rd., Scar- 

boro, Ont. 
Chairman, Toronto Section, 1958-1959; Sports 
and Recreational Areas Committee, 1957-1959; 
1958 Conference Executive Committee, 1957- 
1958. 

MacINTYRE, A. J., Hughes Aircraft Co., 

Florence and Teale St., Culver City, Calif. 
Aircraft Cabin Lighting Subcommittee of the 
Aviation Committee, 1957-1958. 

MACKAY, C. B., Safety Industries, Inc., Light- 

ing Div., P.O. Box 70, Milford, Conn. 
Subcommittee on Interior Lighting — Land 
Transportation of the Committee on Public 
Conveyances — Interior Lighting, 1957-1958. 


Macbeth Corp., New- 
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MACKESEY, THOMAS, College of Architec- 
ture, Cornell University, Ithaca, N. Y. 

Committee on Allied Arts, 1958-1959. 
MACKIE, LESLIE, George Mackie & Sons, 223 
King St. E., St. John, N. B. 

Secretary, Maritime Chapter, 1957-1958. 
MacMACKIN, DOUGLAS, 98 Wright St., St. 
John, N. B. 

Chairman, Maritime Chapter, 1957-1958. 
MacRAE, F. B., The Miller Co., 6503 Tyne 
Ave., Cincinnati 3, Ohio. 

Chairman, Ohio Valley Section, 1958-1959. 
MacVEAN, RALPH H., Commonwealth Edison 
Co., 9 South First Ave., Mt. Vernon, N. Y. 

Chairman, General Board of Examiners, 1957- 

1958. 

MACY, C. W., Pacific Gas & Electric Co., 445 
Sutter S*., San Francisco, Calif. 

Office Committee, 1957-1959; 1959 Conference 

Executive Committee; Chairman, Golden Gate 

Section, 1957-1958. 

MADDEN, R. D., Southwestern Gas & Electric 
Co., 428 Travis, Shreveport, La. 

Secretary, Ark-La-Tex Chapter, 1957-1958. 
MADDOX, RUTH PATTERSON, Dallas Power 
& Light Co., 1506 Commerce St., Dallas, Texas. 

Contributing Subcommittee — Home Lighting 

Data Sheets of the Publications Committee, 

1957-1959. 

MADONIA, T. S., Westinghouse Electric Corp., 
Bloomfield, N. J. 

Committee on Public Conveyances — Interior 

Lighting, 1957-1959; Marine Transportation 

Subcommittee of the Public Conveyances — 

Interior Lighting Committee, 1957-1959; Sub- 

committee on Interior Lighting— Land Trans- 

portation of the Committee on Public Con- 

veyances — Interior Lighting, 1957-1958. 
MAGDSICK, H. H., 15925 Van Aken Bilvd., 
Cleveland, Ohio. 

Medal Award Committee, 1957-1959; Advisory 
Member, Education Committee, 1957-1959. 
MANGOLD, WILLIS, General Electric Co., 

710 N. 12th St., St. Louis, Mo. 

Secretary, St. Louis Section, 1957-1958. 
MANSELL, T. NORMAN, 1831 Chestnut St., 
Philadelphia 3, Pa. 

Subcommittee on Churches of the Institutions 

Committee, 1957-1959. 

MARCOUX, VALERE, Northern Electric Co., 
1299 Charest Bivd., Quebec, Que. 

Secretary, Quebec Chapter, 1957-1958. 
MARKLAND, FRED W., Graybar Electric Co., 
2111 N.W. 22nd Ave., Miami, Fla. 

Chairman, Southeast Florida Section, 

1958. 

MARKS, GERALD, Marks Harmon Co., 53 W. 
Jackson Bivd., Chicago, Ill. 

Membership Committee, 1957-1959; Education 

Committee, 1957-1959; Chairman, Task Sub- 

committee of the Membership Committee, 

1957-1958; Subcommittee on Revision of 

“Lighting Design Problems Course” of the 

Education Committee, 1957-1958. 
MARRIETT, F. J., Thomas Industries, Inc., 
Moe Light Div., 700 Oak St., Fort Atkinson, 
Wis. 

Progress Committee, 1957-1959; Residence 

Committee, 1958-1959; Chairman, 1957-1958; 

Committee on Quantity and Quality of Illu- 

mination, 1957-1958. 

MARSH, BURTON W., American Automobile 


1957- 


Assn., 1712 G Street, N. W., Washington 6, 
D.C. 
Motor Vehicle (Exterior) Committee, 1957- 
1958. 


MARSH, CHARLES, Pennsylvania State Uni- 
versity, University Park, Pa. 

Motor Vehicle (Exterior) Committee, 1957- 

1958; Subcommittee on Visibility Under Fog 

Conditions of the Roadway Committee, 1957- 

1958. 

MARSHALL, G. J., L. R. Fairn, Architect, 41 
Argyle, Halifax, N. S. 

Chairman, Bluenose Chapter, 1957-1958. 
MARXHAIMER, R. B., Division of Highways 
District 7, Traffic Dept., Tishman Bldg., 12050 
Spring St., Los Angeles 12, Calif. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Interchange with Foreign Groups of 

Roadway Committee, 1957-1958. 

MASON, H. E., City of Philadelphia, Room 
1032, City Hall Annex, Philadelphia 7, Pa. 

Roadway Committee, 1957-1959; Subcommit- 

tee on General Light Sources and Subcom- 

mittee on Tunnels and Underpasses of the 

Roadway Committee, 1957-1958. 


1958 


MASTERSON, C. T., General Electric Co., 165 
N. Canal St., Chicago 6, Ill. 

Subcommittee on Dining Areas of the Institu- 

tions Committee, 1957-1958. 

MATA, MRS. JANICE, Hunzicker Brothers, 
105 E. California, Oklahoma City, Okla. 

Secretary, Central Oklahoma Chapter, 

1959. 

McCANN, M. F., Everbrite Electric Signs Inc., 
1440 N. 4th St., Milwaukee 2, Wis. 

Sign Lighting Task Committee, 1957-1959. 
McCARTHY, WILLIAM J., Niagara Mohawk 
Power Corp., 535 Washington, Buffalo, N. Y. 

Secretary, Western New York Section, 1958- 

1959. 

McCLELLAN, D.L., Thomas & Hutton & Assoc., 
P.O. Box 1043, Savannah, Ga. 

Chairman, Coastal Empire Chapter, 

1958. 

McCLUSKY, VAL G., General Electric Co., 36 
E. 4th St., Cincinnati 2, Ohio. 

Chairman, Ohio Valley Section, 1957-1958. 
McCORMICK, C. W., Connecticut Light & 
Power Co., P.O. Box 2010, Hartford 1, Conn. 

Chairman, Lighting Service Committee, 1957- 

1959; Advance Planning Committee, 1958- 

1959; National Technicai Conference Com- 

mittee, 1957-1959; Director, 1957-1959; Task 

Committee 1958 Conference Executive Com- 

mittee, 1957-1958. 

McCORMICK, W. G., 128 Byron Ave., Ottawa, 
Ont. 

Chairman, Ottawa Section, 1958-1959. 
McCULLOCH, J. H., Independent Testing Lab- 
oratories, 1928 Fourteenth St., Boulder, Colo. 

Progress Committee, 1957-1959; Committee on 

Testing Procedures, 1957-1959; Subcommittee 

on Guide for Determination and Specification 

of Diffusion and Hiding Power of Fixture 

Diffusing Materials of the Committee on 

Testing Procedures, 1958-1959; Subcommittee 

on Practical Guide for Brightness Measure- 

ments of the Committee on Testing Proce- 
dures, 1957-1959; Institutions Committee, 

1957-1958; Subcommittee on Guide for Re- 

porting Lighting Equipment Engineering Data 

of the Committee on Testing Procedures, 

1957-1958. 

McELMAN, W. F., Box 404, Moncton, N. B. 

Chairman, Maritime Chapter, 1958-1959. 
McFARLAND, R. B., Graybar Electric Co., 
Inc., 101 Van Ness Ave., Fresno, Calif. 

Committee on Allied Arts, 1958-1959. 
McGOUGH, J. F., The Wellsbach Corp., 1500 
Walnut St., Philadelphia, Pa. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Luminaire Maintenance of the Road- 

way Committee, 1957-1958. 

McGREGOR, DOROTHY, B. C. Electric Co., 
Ltd., 970 Burrard St., Vancouver 2, B. C. 

Contributing Subcommittee — Home Lighting 

Data Sheets of the Publications Committee, 

1957-1959. 

McINTOSH, W. G., 43 Songhees Road, Vic- 
toria, BC. 


1958- 


1957- 


Chairman, Vancouver Island Chapter, 1958- 
1959. 
McKENZIE, GORDON, Calgary Power Ltd., 


Box 190, Calgary, Alta. 

Secretary, Chinook Chapter, 1957-1958. 
McKINLEY, HOWARD, 657 Cresthill 
N. E., Atlanta, Ga. 

Committee on Allied Arts, 1958-1959. 
McKINLEY, R. W., Pittsburgh Plate Glass Co., 
Gateway Center, Pittsburgh 22, Pa. 
Daylighting Committee, 1957-1959; Office 
Committee, 1957-1959; Chairman, Subcom- 
mittee on Revision of Recommended Practice 
for Daylighting of the Daylighting Commit- 
tee, 1957-1959; Coordinating Subcommittee of 
the Daylighting Committee, 1957-1958. 
McLAUGHLIN, JOHN J., Kelso Burnett Elec- 
tric Co., 223 W. Jackson Blvd., Chicago 6, Ill. 

Chairman, Chicago Section, 1958-1959; Chair- 

man, Light Control and Equipment Design 

Committee, 1957-1959; Office Committee, 

1958-1959. 

McMATH, IRWIN, Pacific Gas & Electric Co., 
1401 Fulton St., Fresno, Calif. 

Chairman, Yosemite Chapter, 1958-1959. 
McMICHAELS, RAY A., Georgia Power & 
Light Co., Valdosta, Ga. 

Chairman, Suwannee River Chapter, 

1959. 


Ave. 


1957- 





McMULLEN, H. G., Memphis Light, Gas & 


Water Division, 179 Madison Ave., Memphis, 
Tenn, 

Chairman, Mid-South Chapter, 1957-1958. 
McRAE, FRED B., 6503 Tyne Ave., Cincinnati 
13, Ohio. 

Secretary, Ohio Valley Section, 1957-1958. 
McVEY, J. J., Niagara Mohawk Power Co., 300 
Erie Blvd. W., Syracuse, N. Y. 

Chairman, Central New York Section, 

1958. 

MEAKER, PHELPS, General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Testing Procedures, 1958-1959; 

Chairman, 1957-1958; Design Practice Com- 

mittee, 1957-1959; Subcommittee on Guide 

for Interpretation of Test Data and Results 

of the Testing Procedures Committee, 1958- 

1959 
MEEHAN, ELIZABETH A., Philadelphia Elec- 
tric Co., 211 So. Broad St., Philadelphia, Pa. 

Residence Committee, 1957-1959; Subcommit- 

tee on Training Outline of the Residence 

Committee, 1957-1959. 

MEISSNER, O. W., Bureau of Street Lighting, 
251 City Hall, Los Angeles 12, Calif. 

Roadway Committee, 1958-1959. 

MEYERS, GEORGE A., Sylvania Electric Prod- 
ucts Inc., 75 Sylvan St., Danvers, Mass. 

Committee on Testing Procedures, 1957-1959; 

Chairman, Subcommittee on Guide for Elec- 

trical Measurements of Fluorescent Lamps ot 

the Committee on Testing Procedures, 1957- 

1959; Subcommittee on Guide for Use of 

Photoelectric Portable Photometers (1937) of 

the Committee on Testing Procedures, 1958- 

1959; Subcommittee on Guide for Interpreta- 

tion of Test Data and Results of the Com 

mittee on Testing Proceduscs, 1958-1059. 
MIDDLETON, W. E. K., Optics Section, Na- 
tional Research Council, Ottawa, Ont. 

Subcommittee on Signal Lighting of the Avia- 

tion and Signal Committee, 1958-1959; Com- 

mittee on Elements of Signal Lighting, 1957- 

1958. 

MILES, E. C., Pittsburgh Plate Glass Co., 1 
Gateway Center, Pittsburgh 22, Pa. 

Daylighting Committee, 1957-1959; Subcom- 

mittee on Brightness Ratio Measurement of 

the Daylighting Committee, 1957-1958. 
MILLER, A. D., 1122 Bedbrooke St., Ottawa, 
Ont. 

Secretary, Ottawa Section, 1957-1958. 
MILLER, D. C., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Subcommittee on Aircraft 

Aviation and Signal Committee, 

Aviation Committee, 1957-1958. 
MILLER, GLADYS, New Homes Guide — Home 
Modernizing Guide, 530 Fifth Ave., New York 
35, N. Y. 

Subcommittee on Revision of Contemporary 

Lighting in Modern and Traditional Interiors 

of the Residence J.ighting Committee, 1957- 

1959. 
MILLIKEN, C. S&., 
Burbank, Calif. 

Subcommittee on Aircraft Cabin Lighting of 

the Aviation Committee, 1957-1958. 

MILLS, F. B., Sheraton Corp. of America, 470 
Atlantic Ave., Boston, Mass. 

Subcommittee on Hotels of the Institutions 

Committee, 1957-1959. 

MINORS, C. R., Georgia Power Co., P.O. Box 
1719, Atlanta I, Ga. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Handbook Revision; Traffic Safety; and 

Luminaire Maintenance of the Roadway Com- 

mittee, 1957-1958. 

MITCHELL, J. DIXON, Westinghouse Lamp 
Division, 2260 Peachtree Industrial Blvd., Cham- 
blee, Ga. 

Director, 1957-1959; Chairman, Advance Plan- 

ning Committee, 1958-1959; Member, 1957- 

1958; National Technical Conference Com- 

mittee, 1957-1958; Lighting Service Commit- 

tee, 1958-1959; Task Subcommittee 1958 Con- 

ference Executive Committee, 1957-1958. 
MOESTA, F. E., JR., Cleveland Electric illu- 
minating Co., P. 0. Box 5000, Cleveland 1, 
Ohio. 

Roadway Committee, 1957-1959; Chairman, 

Subcommittee on Program and Publicity of 

the Roadway Committee, 1957-1958; Subcom- 

mittee on Standard Practice of the Roadway 

Committee, 1957-1958. 
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MOLE, PETER, Mole-Richardson Co., 937 No. 
Sycamore Ave., Hollywood 38, Calif. 


Searchlight Committee, 1957-1959; Nomen- 
clature Subcommittee of the Searchlight Com- 
mittee, 1958-1959. 


MONAHAN, T. IL., Naval Material Laboratory, 
New York Naval Shipyard, Brooklyn 1, N. Y. 
Searchlight Committee, 1957-1959; Nomencla- 
ture Subcommittee of the Searchlight Com- 
mittee, 1958-1959. 
MONKKI, ONNIE, 
land, Ohio. 

Allied Arts Committee, 1957-1959. 
MONSEES, 8. V., City of San Diego, Civic Cen- 
ter, 1600 Pacific Bivd., San Diego, Calif. 

Chairman, San Diego Section, 1957-1958. 
MOODY, J. A., LT., Naval Medical Research 
Lab., Submarine Base, New London, Conn. 

Subcommittee on Marine Transportation of 

the Committee on Public Conveyances — In- 

terior Lighting, 1957-1959. 

MOORE, M. B., 425 Longview Terrace, Green- 
ville, 8. C. 

Allied Arts Committee, 1957-1959. 

MOORE, O. M., Central Power & Light Co., 
Box 2121, Corpus Christi, Texas. 

Secretary, Coastal Bend Chapter, 1957-1958. 
MOORE, THOMAS L., Fischbach & Moore of 
Texas, Inc., 1717 Bavlor Ave., Dallas 10, Texas. 

Chairman, North Texas Section, 1957-1958. 
MOORE, W. G., P.O. Box 121, Snowden Post 
Otfice, Montreal, Que. 

Secretary, Montreal Section, 1957-1959. 
MONTCALM, YVAN, Powerlite Devices, Ltd., 
255 Dunbar, Montreal, Que. 

Chairman, Montreal Section, 1958-1959. 
MORBITO, JOSEPH, Kent State University, 
Kent, Ohio. 

Allied Arts Committee, 1957-1959. 

MORE, HERBERT, Kliegl Bros., 321 W. 50th 
St.. New York, N. Y. 

Theater-Television Committee, 1957-1959. 
MORIN, J. P., Canadian Westinghouse Co., 
Ltd., 3350 Royale St., Trois Rivieres, Que. 
Secretary, St. Maurice Valley Chapter, 1958- 

1959. 

MORRIS, GEORGE L., 


7113 Euclid Ave., Cleve- 


Alabama Power Co., 


2100 N. Ist Ave., Birmingham 3, Ala. 
Vice-President, South Central Region, 1957- 
1958: Regional Activities Committee, 1957 
1958 

MORRIS, R. W., General Electric Co., Nela 

Park, Cleveland 12, Ohio. 

Publications Committee, 1957-1959; Com- 


Handbook Revision, 1957-1959; 
Chairman, Cleveland Section, 1957-1958; 
Chairman, Subcommittee on Editorial Con- 
tent and Technical Data Sheets of the Publi- 
cations Committee, 1957-1959. 

MORRIS, RUTH, Georgia Power Co., 75 Mari- 


mittee on 


etta St.. N.W., Atlanta, Ga. 

Committee on Residence Lighting Forums, 
1957-1959. 
MORRISON, JOHN, Simpson & McGregor, 


1010 Longley St., Victoria, B. C. 
Chairman, Vancouver Island Chapter, 
1958 

MORTENSEN, M. A, 

Nela Park, Cleveland 12, Ohio. 

Subcommittee on Aircraft Lighting of the 
Aviation Committee, 1958-1959; Secretary, 
Aviation Committee, 1957-1958; Chairman, 
Subcommittee on Aviation Lamps (Miniature) 
of the Aviation Committee, 1957-1958. 

MORTON, A. R., S. G. Chip & Company, 

Ltd., 234 Queens Ave., London, Ont. 

Secretary, Forest City (London) Chapter, 1958- 
1959 

MOURNING, CAROLINE B., Potomac Electric 

Power Co., 929 E St. N.W., Washington 4, 

D.C. 

Contributing Subcommittee on Home Light- 
ing Data Sheets of the Publications Commit- 
tee, 1958-1959. 

MOWREY, F. W., American-Saint Gobain 

Corp., American Window Glass Div., 4375 Old 

Wm. Penn Highway, Turtle Creek, Pa. 
Daylighting Committee, 1957-1959; Subcom- 
mittee on Revision of Recommended Practice 
for Daylighting of the Daylighting Committee, 
1957-1959. 

MUCHA, JOHN, Philadelphia Electrical & Mfg. 

Co., 1200-36 N. Sist St., Philadelphia 21, Pa. 
Service Stations and Parking Areas Subcom- 
mittee of the Roadway Committee, 1958-1959; 
Committee on Sports and “ecreational Areas, 
1957-1958. 


1957- 


General Electric Co., 
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MUNROE, CHARLES C., JR., Edwin F. Guth 
Co., 2615 Washington Bivd., St. Louis, Mo. 
Secretary, Michigan Section, 1957-1958. 
MYRA, D. C., Maritime Telegraph & Telephone 
Co., Hollis Street, Halifax, N. 5. 
Chairman, Bluenose Chapter, 1958-1959. 


N 


NADEAU, A. T., Bureau of Street Lighting, 


Dept. of Public Works, 251 City Hall, Los 
Angeles 12, Calif. 
Roadway Committee, 1957-1958; Chairman, 


Subcommittee on Traffic Sign Lighting of the 

Roadway Committee, 1957-1958; Subcommit- 

tee on Standard Practice and Subcommittee on 

Luminaire Maintenance of the Roadway Com- 

mittee, 1957-1958. 

NAGEL, GEORGE A., Connecticut State High- 
way Dept., P.O. Box 2188, Hartford 15, Conn. 

Roadway Committee, 1957-1959. 

NAGEL, R. I., Stimsonite Division of ESNA, 
3445 No. Kimball, Chicago, Il. 

Motor Vehicle (Exterior) Committee, 

1958. 

NEAL, F. M., Corning Glass Works, Corning, 
N. ¥. 

Committee on Testing Procedures, 1957-1959; 

Subcommittee on Guide for Determination 

and Specification of Diffusion and Hiding 

Power of Fixture Diffusing Materials of the 

Committee on Testing Procedures, 1958-1959; 

Subcommittee on Guide for Photometric Test- 

ing of Street Lighting Luminaires of the 

Committee on Testing Procedures, 1958-1959; 

Subcommittee on Guide for Photometric Test- 

ing of Fluorescent Luminaires of the Testing 

Procedures Committee, 1957-1959; Subcom- 

mittee on Guide for Photometric Measure- 

ments of Mercury Vapor Lamps of the Test- 

ing Procedures Committee, 1957-1958. 
NEIDHART, J. J., The Miller Company, Meri- 
dan, Conn. 

Chairman, Committee on Quantity and Qual- 

ity of Illumination, 1958-1959; Chairman, 

Committee on Handbook Revision, 1957-1959; 

Office Committee, 1957-1959; School Commit- 

tee, 1957-1959; Design Practice Committee, 

1957-1959. 

NETHERTON, J. C., JR., 3130 East 44th St., 
Tulsa, Okla. 

Chairman, Oi) Capital Section, 1958-1959. 
NEU, R. J., Rohm & Haas Co., Washington 5q., 
Philadelphia, Pa. 

Committee on Sign Lighting, 1957-1959. 
NEULINGER, K., Westinghouse Electric Corp., 
Bloomfield, N. J. 

Motor Vehicle 

1958. 
NEUWIRTH, LOUIS, Stadler, Neuwirth, Inc., 
11 East 26th St.. New York, N. Y. 

Residence Lighting Committee, 1957-1959. 
NEVIN, ROBERT A., Sargent Webster Cren- 
shaw & Folley, 2112 Erie Blvd. E., Syracuse 3, 
N.Y. 

Allied Arts Committee, 1958-1959. 

NEWELL, J. K., General Electric Co., Outdoor 
Lighting Dept., Hendersonville, N. C. 

Subcommittee on Ground Lighting of the 

Aviation and Signal Committee, 1958-1959; 

Aviation Committee, 1957-1958; Subcommittee 

on Airport Service Area Lighting of the Avia- 

tion Committee, 1957-1958. 

NEWHOUSE, JOHN C., Northern States Power 
Co., 15 S. 5th St., Minneapolis, Minn. 

Secretary, Twin City Section, 1957-1958. 
NICKERSON, DOROTHY, U. 5S. Dept. of 
Agriculture, 2039 New Hampshire Ave., N. W., 
Washington, D. C. 

Chairman, Subcommittee on Color Rendition 

of the Committee on Light Sources, 1957- 

1959. 

NOFFSINGER, L. R., Airborne Equipment 
Division, Bureau of Aeronautics AE-821, Navy 
Dept., Washington 25, D. C. 

Searchlight Committee, 1957-1959; Chairman, 

Subcommittee on Visibility of Targets and 

Sources of the Searchlight Committee, 1957- 

1959; Nomenclature Subcommittes of the 

Searchlight Committee, 1958-1959; Subcom- 

mittee on Revision of IES Handbook and Sub- 

committee on Aircraft Exterior Lighting of 

the Aviation Committee, 1957-1958. 
NONNEMAN, H. S., The Dayton Power & 
Light Co., 25 North Main St., Dayton, Ohio. 

Chairman, Miami Valley Section, 1957-1958. 


1957- 


(Exterior) Committee, 1957- 





NORDBY, L. R., Canadian General Electric Co., 
212 King St., W., Toronto, Ont. 

Conference Executive Committee, 1957-1958. 
NORLAND, JOHN E., 618 N. 58th Ave. East, 
Duluth 4, Minn. 

Secretary, Twin Ports Chapter, 1958-1959. 
NORNBERGER, LEWIS L., Consumers Power 
Co., 821 Hastings St., Traverse City, Mich. 

Secretary, Western Michigan Section, 1957- 

1958. 

NORRIS, STEWART 0©., Day-Brite Lighting 
Inc., Box 446, Lubbock, Texas. 

Chairman, South Plains Chapter, 1957-1958. 
NOWELL, J. G., 440 Lindsay St., Winnipeg, 
Man. 

Secretary, Winnipeg Chapter, 1958-1959. 
NYLUND, ERIC G., Nylund Electric, 
Grand Ave.. Duluth 7, Minn. 

Chairman, Twin Ports Chapter, 1958-1959. 


0 


OBERHAUSEN, J. J., Law and Wilson, P.O. 
Box 3530, Honolulu 11, Hawaii. 
Roadway Committee, 1957-1959. 


5723 


OBERLANDER, ORLO, Oberiander Electric 
Co., 725 W. Main St., Pearia, I. 

Chairman, Central Illinois Chapter, 1957- 
1958. 


O'BRIEN, PHILIP F., University of California, 
Los Angeles, Calif. 

Nomenclature Committee, 1957-1959; 

lighting Committee, 1958-1959. 
ODAY, A. B., 5860 Richmond Rd., R. D. #2, 
Bedford, Ohio. 

Advance Planning Committee, 1957-1958. 
ODLE, H. A., Holophane Co., Inc., Newark, 
Ohio. 

Design Practice Committee, 1957-1959. 
O’KELLEY, ELIZABETH 

Committee on Residence Lighting Forums, 

1957-1958. 

OLSCHNER, P. Q., Westinghouse Electric 
Corp., 410 N. 7th St., St. Louis, Mo. 

Secretary, St. Louis Section, 1958-1959. 
OLSEN, HENRIK W., Rambusch Decorating 
Co., 40 W. 13th St., New York, N. Y. 

Subcommittee on Churches of the Institutions 

Committee, 1957-1959. 

O'MEARA, WALTER, National Broadcasting 
Co., 30 Rockefeller Plaza, New York 20, N. Y. 
Theater-Television Committee, 1957-1959. 
O'NEILL, D. J., Holophane Co. Inc., 342 

Madison Ave., Newark, N. J. 

Industrial Lighting Committee, 1957-1959. 
ORR, MAX D., Advance Transformer Co., 2950 
N. Western Ave., Chicago 18, Ill. 

Membership Committee, 1958-1959. 
ORTLEIB, O. P., 311 City Hall, Trenton, N. J. 

Roadway Committee, 1957-1959; Chairman, 

Subcommittee on Traffic Safety of the Road- 

way Committee, 1957-1958; Subcommittee 

Lighting for High Speed, Heavy Traffic Den- 

sity Highways of the Roadway Committee, 

1957-1958; Subcommittee on Parking Area 


Day- 


Lighting of the Roadway Committee, 1957- 
1958. 
OSBORNE, H. W., 1801 City Hall, Buffalo, 


N.Y. 
Roadway Committee, 1957-1959; Subcommit- 
tee on Traffic Sign Lighting of the Roadway 
Committee, 1957-1958. 
OWEN, KENNETH E., Southwestern Puolic 
Service Co., 10th & Ave. K, Box 631, Lubbock, 
Texas. 
Secretary, South Plains Chapter, 1957-1958. 


P 


PAGE, AILEEN M., General Electric Co., Nela 
Park, Cleveland, Ohio. 
Contributing Member of the Home Lighting 
Data Sheets Subcommittee of the Publications 
Committee, 1957-1959. 
PALIUS, KENNETH M., American Broadcast- 
ing Co., 7 W. 66th St., New York, N. Y. 
Theater-Television Committee, 1957-1959. 
PALMER, ROY A., Duke Power Co., P.O. Box 
2178, Charlotte 1, N. C. 
Education Committee, 1957-1959; Committee 
on Allied Arts, 1957-1959: Board of Fellows, 
1957-1958; Residence Lighting Committee, 
1957-1958. 


1958 














PALMER, R. J., Detroit Edison Company, 2000 
Second Ave., Detroit 26, Michigan. 
Roadway Committee, 1957-1959; Subcommit- 
tee on Luminaire Maintenance of the Road- 
way Committee, 1957-1958. 
PARK, GLENN E., General Electric Co., 1001 
Tuckaseegee Rd., Box 2144, Charlotte, N. C. 
Committee on Constitution and Procedures, 
1958-1959; Advance Planning Committee, 
1957-1958; Membership Committee, 1957-1958. 
PARK, J. H., National Bureau of Standards, 
Washington 25, D. C. 
Subcommittee on Guide for Photometric 
Measurements of Mercury Vapor Lamps of 
the Committee on Testing Procedures for 
I!!umination Characteristics, 1957-1958. 
PARKS, E. E., Nashville Electric Service Co., 
605 Church St., Nashville, Tenn. 
Subcommittee on Luminaire Maintenance of 
the Roadway Committee, 1957-1958. 


PARKS, L. G., Ebasco Services, Inc., 2 Rector 
St.. New York 6, N. Y. 
Chairman, Industrial Committee, 1958-1959; 


Vice Chairman, 1957-1958; Committee on 
Quantity and Quality of Illumination, 1958- 
1959. 

PARSONS, J. F., Niagara Mohawk Power 

Corp., 535 Washington St.. Buffalo 3, N. Y. 
Chairman, 1.E.S.-U. 8. Public Health Service 
Committee, 1957-1959; Education Committee, 
1957-1959; School Committee, 1957-1959; 
Chairman, Electric Lighting Design Subcom- 
mittee of the School Committee, 1957-1959; 
Subcommittee on Revision of “Lighting Design 
Problems Course” of the Education Commit- 
tee, 1957-1958. 

PARSONS, KENNETH, University of Maine, 5 

Lord Hall, Orono, Maine 
Allied Arts Committee, 1957-1959. 

PARTRIDGE, K. L., The Hartford Electric 

Light Co., P.O. Box 2570, Hartford 1, Conn. 
Roadway Committee, 1957-1959; Subcommit- 
tee on Luminaire Maintenance of the Road- 
way Committee, 1957-1958. 

PASLAY, R. C., Louisiana Power & Light Co., 

142 Delaronde St.. New Orleans, La. 
Task Committee, Headquarters Location, 
1957-1958; Student Membership Committee, 
1957-1958. 

PATTERSON, GALE H., General Electric Sup 

ply Co., 1429 18th St.. Denver, Colo. 
Secretary, Rocky Mountain Section, 1957-1958 

PATTESON, A. W., Engineer Research & 

Development Laboratories, Ft. Belvoir, Va 
Subcommittee on Optics of the Searchlight 
Committee, 1957-1958. 

PAUGH, R.L., General Electric Co., Nela Park, 

Cleveland, Ohio. 
Subcommittee on Airport Taxiway Lighting 
of the Aviation Committee, 1957-1958. 

PAUL, ELLIS E., Howard, Needles, Tammen & 

Bergendoff, 99 Church St., New York 7, N. Y. 
Roadway Committee, 1957-1959; Chairman, 
Subcommittee on Visibility Under Fog Condi- 
tions of the Roadway Committee, 1957-1958; 
Subcommittee on Lighting fer High Speed, 
Heavy Traffic Density Highways of the Road- 
wav Committee, 1957-1958. 

PAYNE, LUCILLE, Payne 

Mixon Drive, Dallas, Texas. 
Residence Lighting Forums Committee, 1958- 
1959. 

PEAKE, T. T., Atlanta Electrical League, Inc., 

230 Spring St. N.W., Atlanta 3, Georgia. 
Committee on Residence Lighting Forums, 
1958-1959. 

PEARSON, H. J. C., Duke Avenue, 

Heights, Fredericksburg, Virginia. 
Subcommittee on Ground Lighting of the 
Aviation and Signal Committee, 1958-1959; 
Aviation Cemmittee, 1957-1958; Subcommittee 
on Papers of the Aviation Committee, 1957- 
1958. 

PELKONEN, MARY (MRS.), Long Island 

Lighting Company, 211 Fulton Ave., Hempstead, 

L.1. 


Associates, 9893 


Argyle 


Committee on Residence Lighting Forums, 
1958-1959. 
PELOQUIN, ROBERT L., Westinghouse Elec- 
tric Corp., 1560 Stadium Dr., Indianapolis, Ind. 
Chairman, Indiana Section, 1957-1958. 
PENAFEATHER, J. C., 745 S. 90th E Ave., 
Tulsa, Okla. 
Allied Arts Committee, 1957-1959. 


1958 





PENNOW, W. A., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, hio. 

Searchlight Committee, 1957-1959; Nomen- 

clature Subcommittee of the Searchlight Com- 

mittee, 1958-1959; Subcommittee on Ground 

Lighting of the Aviation and Signal Commit- 

tee. 1958-1959; Aviation Committee, 1957- 

1958; Chairman, Subcommittee on Visibility 

of Sources of the Searchlight Committee, 

1957-1958; Executive Subcommittee of the 

Searchlight Committee, 1957-1958. 

PERKINS, EUSTACE j., 182 Pond St., South 
Weymouth, Mass. 

Membership Committee, 1958-1959. 
PERKINS, M. H., Southwestern Gas & Electric 
Co., 122 E. Broad St., Texarkana, Ark. 

Chairman, Ark-La-Tex Chapter, 1958-1959. 
PETERS, H. J., 323-84th St., Brooklyn 9, N.Y. 

Secretary, New York Section, 1958-1959. 
PETERSON, DON, Bausch & Lomb Optical 
Co., Rochester 2, N. Y. 

Searchlight Committee, 1957-1959; Chairman, 

Optics Subcommittee of the Searchlight Com- 

mittee, 1957-1959; Nomenclature Subcommit- 

tee of the Searchlight Committee, 1958-1959. 
PETERSON, E. L., Edward L. Peterson Co., 
709 Bank of America Bldg., San Diego, Calif. 

Secretary, San Diego Section, 1957-1958. 
PHILIPS, D. R., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 

Committee on Maintenance, 1957-1959. 
PHILLIPS, ALVIN H., Sullivan Hardware Co., 
P.O. Box 420, Greenville, §. C. 

Secretary, Palmetto Section, 1957-1958. 
PIERCE, RALPH, George Wagschal Associates, 
Inc., 1201 Majestic Bldg., Detroit 26, Mich. 

Subcommittee on Lighting for High Speed, 

Heavy Traffic Density Highways of the Road- 

way Committee, 1957-1958; Subcommittee on 

Airport Taxiway Lightiny of the Aviation 

Committee, 1957-1958. 
PILCHER, ROBERT, General 
1110 W. Capital, Little Rock, Ark. 

Chairman, Arkansas Chapter, 1957-1958. 
PLOWMAN, BLAIR E., The Washington Wa- 
ter Power Co., P. O. Box 1445, Spokane 10, 
Wash. 

Roadway Committee, 1957-1959; Membership 

Committee, 1957-1958. 

POMON, JACK D., Pyle National Company, 
1334 N. Kostner St., Chicago 51, Tl. 

Committee on Testing Procedures, 1958-1959. 
POWELL, H. W., 107 Fairmount, Amarillo, 
Texas. 

Chairman, Panhandle Chapter, 1958-1959. 
PRATT, EDMUND W., Detroit Edison Co., 
2000 Second Ave., Detroit, Mich. 

Secretary, Michigan Section, 1958-1959. 
PREECE, W. R., JR., Baltimore & Ohio Rail- 
road Co., Room 609, B & O Bidg., Baltimore & 
Charles Sts., Baltimore 1, Md. 

Subcommittee on Interior Lighting — Land 

Transportation of the Committee on Public 

Conveyances — Interior Lighting, 1957-1958. 
PRESBREY, PRISCILLA, Westinghouse Electric 
Corp., Bloomfield, N. J. 

Nomenclature Committee, 1958-1959; Chair- 

man, 1957-1958; Committee on Testing Pro- 

cedures, 1957-1959; Chairman, Subcommittee 
on Guide for Life Performance Testing of 

Fluorescent Lamps of the Committee on Test- 

ing Procedures, 1957-1959; Subcommittee on 

Measurement of Performance Characteristics 

of Portable Lamps of the Residence Lighting 

Committee, 1957-1959; Subcommittee on 

Guide for Electric and Photometric Measure- 

ments of Fluorescent Lamps of the Testing 

Procedures Committee, 1958-1959; Suabcom- 

mittee on Guide for Photometric Measure- 

ments of Mercury Vapor Lamps of the Com- 
mittee on Testing Procedures for Illumina- 

tion Characteristics, 1957-1958. 

PRETZMAN, R. J., Raub Supply Co., James & 
Mulberry St., Lancaster, Pa. 

Chairman, Eastern Pennsylvania 

1958-1959. 

PRISK, C. W., U. S. Department of Commerce, 
Bureau of Public Roads, Washington, D. C. 

Subcommittee on Traffic Sign Lighting of the 

Roadway Committee, 1957-1958. 
PROJECTOR, T. H., 3304 Edgewood Road, 
Kensington, Md. 

Searchlight Committee, 1957-1959; Chairman, 

Subcommittee on Testing Procedures of the 

Searchlight Committee, 1957-1959; Subcom- 

mittee on Aircraft Lighting of the Aviation 

and Signal Committee, 1957-1959; Nomen- 


Electric Co., 


Section, 


clature Subcommittee of the Searchlight Com- 

mittee, 1958-1959; Aviation Committee, 1957- 

1958; Chairman, Subcommittee on Revision of 

IES Handbook of the Searchlight Committee, 

1957-1958; Executive Subcommittee of the 

Searchlight Committee, 1957-1958. 
PROVENZANO, LUKE A., Kopp Glass, Inc., 
2108 Palmer St., Swissvale i8, Pa. 

Committee on Testing Procedures, 1958-1959. 
PUCKETT, P. J., Westinghouse Electric Corp., 
501 St. Paul Place, Baltimore 2, Md. 

Chairman, Maryland Section, 1958-1959. 
PUTNAM, R. C., Case Instituce of Technology, 
10900 Euclid Ave., Cleveland 6, Ohio. 

School Committee, 1957-1959; Education Com- 

mittee, 1957-1959; Subcommittee on Hospi- 

tals of the Institutions Committee, 1957-1959; 

Allied Arts Committee, 1957-1958. 


RAE, GENE G., Holophane Company Inc., 342 

Madison Ave., New York 17, N. Y. 
Vice-Chairman, Store Committee, 1958-1959; 
Member, 1957-1958; Office Committee, 1957- 
1959. 

RAGLAND, J. S., Virginia Electric & Power 

Co., P.O. Box 1194, Richmond, Va. 
Chairman, Virginia Section, 1957-1958. 

RALPH, EDWARD E., Columbia Electric & 

Mfg. Co., E. 3420 Ferry St., Spokane, Wash. 
Chairman, Inland Empire Chapter, 1957-1958. 

RAMBUSCH, EDWARD, Rambusch Decorating 

Co., 40 W. 13th St., New York 11, N. Y. 
Chairman, Board of Fellows, 1958-1959; Mem- 
ber, 1957-1958. 

RANNEY, JOHN L., Institutions 

1801 S. Prairie Ave., Chicago 16, Ill. 
Subcommittee on Dining Areas of the Institu- 
tions Committee, 1957-1958. 

REAMS, LUTHER S., Yarmouth Circle, Rich- 

mond 25, Va. 

Secretary, Virginia Section, 1958-1959. 

REED, L. S., L. 8S. Reed & Co., 1018 Lawrence, 

Denver 4, Colo. 
Chairman, Rocky 
1959. 

REED, R. H., Robert F. White and Associates, 

336 Jersey, College Station, Texas. 

Daylighting Committee, 1957-1959. 

REID KENNETH, Corp. of the City of Vic- 
toria, City Hall, Victoria, B. C. 
Vice-President, Pacific Northwest Region, 
1957-1958; Regional Activities Committee, 
1957-1958. 

REID, KIRK M., General Electric Co., Nela 

Park, Cleveland 12, Ohio. 

Past President, 1958-1959, President, 1957- 
1958; Advisory Board to the President, 1958- 
1959; Board of Nomination, 1958-1959; Medal 
Award Committee, 1958-1959; Trustee, 1.E.S. 
Headquarters Retirement Pension Plan, 1958- 
1959; Chairman, Council Executive Commit- 
tee, 1957-1958; Ex-officio member of all 


Magazine, 


Mountain Section, 1958- 


Standing, General and Task Committees, 
1957-1958. 
REINHARDT, HARRIS, Sylvania Electric 


Products, Inc., 1740 Broadway, New York 17, 
N. Y¥. 

Nomenclature Committee, 1957-1959. 
REINHART, N. J., 5627 Colburn Road, In- 
dianapolis 8, Ind. 

Chairman, Indiana Section, 1958-1959. 
RESNICK, STANLEY, Picatinny Arsenal, Sam- 
uel Feltman Ammunition Laboratories, Pyro- 
technics Laboratory, Dover, N. J. 

Searchlight Committee, 1957-1959; Nomencla- 

ture Subcommittee of the Searchlight Commit- 

tee, 1958-1959. 

REX, C. H., General Electric Co., Outdoor 
Lighting Dept., Hendersonville, N. C. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Visibility Under Fog Conditions; Sub- 

committee on Lighting for High Speed, 

Heavy Traffic Density Highways; Subcom- 

mittee on Research and Subcommittee on 

Standard Practice of the Roadway Committee, 

1957-1958; Chairman, Subcommittee on Road- 

way Lighting Principles of the Roadway Com- 

mittee, 1957-1958. 

REYNOLDS, JAN, Sylvania Electric Products 
Inc., 1740 Broadway, New York 19, N. Y. 

Residence Lighting Committee, 1957-1959; 

Subcommittee on Revision of “Contemporary 

Lighting in Modern and Traditional In- 

teriors” of the Residence Committee, 1957- 

1959; Subcommittee on Measurement of Per- 
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formance Characteristics of Portable Lamps 
of the Residence Committee, 1957-1959; Re- 
view Subcommittee on Home Lighting Data 


Sheets of the Publications Committee, 1957- 
1959; Committee on Residence Lighting 
Forums, 1957-1958. 


REYNOLDS, R. A., 2704 Hillvale, W. Lawn, 
Pa. 

Secretary, Eastern Pennsylvania Section, 1958- 

1959. 

RICE, ARTHUR, Bernard Johnson & Associ- 
ates, 4926 Travis, Houston, Texas. 

Chairman, San Jacinto Section, 1957-1958. 
RICKER, EDMUND, New Jersey Turnpike 
Authority, Route #18, New Brunswick, N. J. 

Motor Vehicle (Exterior) Committee, 1957- 

1958; Subcommittee on Visibility Under Fog 

Conditions of the Roadway Committee, 1957- 

1958. 

RIDENOUR, ROBERT V., General 
Co., 1179 Morehead, Memphis, Tenn. 

Secretary, Mid-South Chapter, 1958-1959. 
RIFGO, FE. L., Marshall Field & Co., 111 N. 
State St., Third Basement, Chicago, I!. 

Subcommittee on Dining Areas of the Insti- 

tutions Committee, 1957-1958. 

RISSER, ARTHUR C., University of Wichita, 
Wichita, Kans. 

Theater-Television Committee, 1957-1959. 
RITTER, WILLIAM H., California Electric 
Power Co., P.O. Box 1029, San Bernardino, 
Calif. 

Secretary, Arrowhead Chapter, 1958-1959. 
ROBERTSON, J. N., Los Angeles Dept. of 
Water & Power, Box 3669, Terminal Annex, Los 
Angeles 14, Calif. 

Vice-Chairman, Committee on Light Control 

and Equipment Design, 1957-1959. 
ROBERTSON, MAURICE E., Jefferson Electric 
Co., 25th & Madison, Bellwood, Il. 

Committee on Light Control and Equipment 

Design, 1957-1959. 

ROCHE, F. J., E. 1. duPont de Nemours & Co., 
Inc., 10th & Market Sts. Wilmington 98, Del. 

Committee on Maintenance, 1957-1959. 
RODGERS, ALSTON, General Electric Co., 
Nela Park, Cleveland 12, Ohio. 

Chairman, Fducation Committee, 1957-1959. 
RODMAN, HARRY E., Rensselaer Polytechnic 
Institute, Trov, N. Y. 

Committee on Allied Arts, 1958-1959. 
RODNEY,. G. A., The Martin Co., Mail No 
X-822, Baltimore 3, Marviand. 

Subcommittee on Seadrome Lighting of the 

Aviation Committee, 1957-1958. 

ROHRBACK, R. W., 4626 Estrella Ave., San 
Diego 15, Calif 

Chairman, San Diego Section, 1958-1959. 
RONAYNE, JOHN, General Electric Co., 205 
F. 42nd Street, New York 17, N. Y. 

Public Relations and Information Committee, 

1957-1959. 


Electric 


ROPER, VAL, General Electric Co., Nela Park, 
Cleveland 12, Ohio. 
Motor Vehicle (Exterior) Committee, 1957- 
1958 
ROSENTHAL, JEAN, Theatre Production 


Service, 45 W. 46th St.. New York 36, N. Y. 
Theater-Television Committee, 1958-1959. 
ROSS, M. W., Commonwealth Edison Co., 5059 

West Polk St.. Chicago 44, TI. 
Secretary, Sports and Recreational Areas Com- 


mittee, 1957-1959; Subcommittee on Dining 
Areas of the Institutions Committee, 1957- 
1958 

ROW, A. R. 
Roadway Committee, 1957-1958. 

ROWTEN, DANA W., Westinghouse Electric 


Corp., 1216 W. 58th St., Cleveland 1, Ohio. 
Chairman, Roadway Committee, 1957-1959; 
Committee on Quantity and Quality of Ilu- 
mination, 1957-1959; Committee on Testing 
Procedures for I lumination Characteristics, 
1957-1958. 


RUBIN, JOEL FE., Klieg! Bros., 321 W. 50th 
St.. New York, N. Y. 
Chairman, Theater-Television Committee, 


1957-1959. 
RUDBERG, E. G., Office, Chief of Engineers, 
Corps of Engineers, Bidg. T-7, Washington 25, 
D.C 
Subcommittee on Airport Taxiway Lighting 
of the Aviation Committee, 1957-1958; Sub- 
committee on Heilport Lighting of the Avia- 
tion Committee, 1957-1958. 
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RUGO, ALFRED J,., Sylvania Electric Products 
Inc., 2520 Oakville St., Alexandria, Va. 
Chairman, Capital Section, 1958-1959; Motor 
Vehicle (Exterior) Committee, 1957-1958. 
RUNSWICK, W. D. 
1959 Conference Executive Committee, 1958- 
1959. 
RUSSELL, J. A., The School of Architecture, 
University of Manitoba, Winnipeg, Man. 
Allied Arts Committee, 1957-1959. 


SABAROFF, B. J., 1179 Market Street, San 
Francisco $, Calif. 

Allied Arts Committee, 1957-1959. 

SALTER, E. H., Electrical Testing Laboratories, 
2 East End Ave., New York, N. Y. 

Committee on Testing Procedures, 1957-1959; 

Committee on Light Sources, 1957-1959; Com- 

mittee on Design Practice, 1957-1959; Sub- 

committee on Practical Guide for Brightness 

Measurements of the Testing Procedures 

Committee, 1957-1959; Subcommittee on Guide 

for Electric and Photometric Measurements 

of Flnorescent Lamps of the Committee on 

Testing Procedures, 1957-1959; Subcommittees 

on: Guide for Life Performance Testing of 

Fluorescent Lamps; Guide for Interpretation 

of Test Data and Results; Guide for Photo- 

metric Testing of Street Lighting Luminaires; 

Guide for Photometric Testing of Fluorescent 

Luminaires and Subcommittee on Guide for 

Photometric Testing of Floodlights of 10-160° 

Total Beam Spread (1950) of the Committee 

on Testing Procedures, 1958-1959; Subcom- 

mittee on Guide for Photometric Measure- 

ments of Mercury Vapor Lamps of + Test- 

ing Procedures Committee, 1957-195+ 
SAMPSON, F. K.. F. K. Sampson Co., 1125 W. 
6th St.. Los Angeles, Calif. 

School Committee, 1957-1959; Daylighting 

Committee, 1957-1959; Allied Arts Committee, 

1957-1958. 

SANG°TER, A. C., Detroit Edison Co., 2000 
Second Ave., Detroit 26, Mich. 

Subcommittee on Churches of the Institutions 

Committee, 1957-1959; Director, 1957-1958; 

Vice-Chairman, Advance Planning Committee, 

1957-1958: Chairman, Task Subcommittee 

1958 Conference Executive Committee, 1957- 

1958; National Technical Conference Com- 

mittee, 1957-1958. 

SARGENT, T. C., Sylvania Flectric Products 
Inc.. 69 Boston St., Salem, Mass. 

Progress Committee, 1957-1959: Papers Com- 

mittee, 1957-1959; Publications Committee, 

1958-1959; Subcommittee on Technical Con. 

tent of the Publications Committee, 1957 

1958. 

SAWYIER, R. L., JR., Pacific Gas & Flectric 
Co., 245 Market St., San Francisco, Calif 

1959 Conference Executive Committee, 

1959 
SAXON, A. N., P. O. Box 3037, Jackson. Miss. 

Chairman, Coastal Bend Chapter, 1957-1958. 
SAYLES. C. 1., School of Hotel Administration, 
Cornell University, Ithaca, N. Y. 

Chairman, Subcommittee on Hotels of the 
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tee, 1957-1959; Committee on Handbook R-- 

vision, 1957-1959. 

STROUD, H. A., Monogahela Power Co., 
Fairmont Ave., Fairmont, W. Va. 

School Committee, 1957-1959. 

STULTZ, WILLIAM, Southern Colorado Power 
Co., 613 Main St., Canon City, Colo. 

Chairman, Southern Colorado Chapter, 

1959; Secretary, 1957-1958. 
STURROCK, WALTER, 275 Sanders St., Au- 
burn, Ala. 

Committee on Constitution and Procedures, 

1957-1959; Student Membership Committee, 

1957-1958. 

SUMMERS, MARGARET E. (MRS.), Consumers 

Power Co., 212 W. Michigan, Jackson, Mich. 
Contributing Member of the Home Lighting 
Data Sheets Subcommittee of the Publications 


1958-1959; 


Duro Test Corp., North 





1958- 


1310 


1958- 


Personnel Index 21 








Committee, 1957-1959; Committee on Resi- 
deme Lighting Forums, 1958-1959. 
SWANSON, R. C., JR., Niagara Mohawk 
Power Corp., 300 Erie Blvd. W., Syracuse 2, 
N. Y. 
Secretary, 1958- 
1959. 
SWARNER, J. L., Pullman Standard Car Mig. 
Co., 1414 Field St., Hammond, Ind. 
Committee on Public Conveyances — Interior 
Lighting, 1957-1959; Chairman, Subcommittee 
on Interior Lighting—Land Transportation of 
the Committee on Public Conveyances — In- 
terior Lighting, 1957-1958. 
SWEATTE, JOHN E., Georgia Power Co., 75 
Marietta St., Atlanta, Ga. 
Office Committee, 1958-1959. 
SWEENEY, R. L., Newport News Shipbuilding 
& Dry Dock Co., Newport News, Va. 
Committee on Public Conveyances — Interior 
Lighting, 1957-1959; Marine Transportation 
Subcommittee of the Public Conveyances—In- 
terior Lighting Committee, 1957-1959. 
SWETLAND, R. M., 1604 Dixie Lane, Hen- 
dersonville, N. C. 
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Sub-committee of the Membership 
tee, 1957-1958. 
TUTTLE, J. W., General Electric Co., Nela 
Park, Cleveland 12, Ohio. 
Subcommittee on Aircraft Cabin Lighting of 
the Aviation Committee, 1957-1958; Subcom- 
mittee on Aircraft Cockpit Lighting of the 
Aviation Committee, 1957-1959. 
TWEEDY, R. E., 356 FE. Alvarado Road, Phoe 
nix, Ariz. 





mn, Arizona Section, 1958-1959. 

TWICHELL, L. C., Rochester Gas & Electric 

Corp., 89 East Ave., Rochester 4, N. Y. 
Committee on Constitution and Procedures, 
1957-1959; Advance Planning Committee, 
1957-1959. 

TWIST, T. O., National Bureau of Standards, 

Washington 25, D. C. 
Chairman, Subcommittee on Aircraft Cockpit 
Lighting of the Aviation Committee, 1957- 
1958; Subcommittee on Aviation Lamps 
(Miniature) of the Aviation Committee, 1957- 
1958. 

TYLOR, ARTHUR S., Corning Glass Works, 

1355 Market St., San Francisco, Calif. 
Operations Vice-Chairman, 
Executive Committee, 

TYSON, WILLIAM L., 
son, Miss. 
Secretary, 


P. O. Box 1085, Jack- 


Mississippi Chapter, 1958-1959. 


U 


UNDERWOOD, DOROTHEA, Niagara Mohawk 
Power Corp., 300 Erie Bivd. West, Syracuse, 
N. Y¥. 
Contributing Member of the Home Lighting 
Data Sheets Subcommittee of the Publications 
Committee, 1957-1959. 


Vv 


VACHA, NORMAN, 14444 E. Carroll Bivd., 
University Heights 18, Ohio. 

Residence Lighting Committee, 1957-1958. 
VanCOLLIE, H. A., Holophane Co., Inc., 3442 
Madison Ave., New York 17, N. Y. 

Residence Committee, 1957-1959. 
VANDEVELDE, A., Sterling Bronze Company, 
Inc., 27-01 Bridge Plaza North, Long Island 
City, N. Y. 

Committee on Public Conveyances — Interior 

Lighting, 1957-1959; Marine Transportation 

Subcommittee of the Public Conveyances — 

Interior Lighting Committee, 1957-1959. 
VanDUSEN, H. A., JR., Line Materials Indus- 
tries, South Milwaukee, Wisc. 

Subcommittee on Airport Service Area Light- 
ing of the Aviation Committee, 1957-1958. 
VAN OSS, ADRIAAN, 1023 W. Windemere, 

Royal Oak, Mich. 

Chairman, Michigan Section, 1958-1959. 
VENABLE, JAMES C., c/o Associated Mfg. 
Agents, PO Box 2232, 5218 Hawthorne Road, 
Little Rock, Ark. 

Chairman, Arkansas Chapter, 1958-1959. 
VICKERS, MARTIN, w Butler & Assoc., 
815 6th St. W., Calgary, Alta. 

Chairman, Chinook Chapter, 1957-1958. 
VINCENT, H. B., 310 N. 10th Ave., St. Peters- 
burg, Fla. 

Chairman, Daylighting Committee, 1957-1958. 
VIPOND, L. C., Airways Modernization Board, 
Washington 25, D. C. 

Subcommittee on Ground Lighting of 

Aviation and Signal Committee, Sees-20nee 

Aviation Committee, 1957-1958; Chairman, 

Subcommittee on Airport Taxiway 

of the Aviation Committee, 1957-1958; Sub- 

committee on Heliport Lighting of the Avia- 

tion Committee, 1957-1958; Subcommittee on 

Aviation Lamps (Large) and Subcommittee on 

Airport Runway Lighting of the Aviation 

Committee, 1957-1958. 
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WAGGENER, BLANCHE, Columbus & So. Ohio 

Electric Co., 215 N. Front St., Columbus, Ohio. 
Contributing Member of the Home Lighting 
Data Sheets Subcommittee of the Publications 
Committee, 1957-1959. 


WAGHORNE, ARTHUR C., 
Lubbock, Texas. 
Chairman, South Plains Chapter, 1958-1959. 


WAGNER, WALTER C., Chamber of Com- 
merce of Greater Philadelphia, 121 S. Broad St., 
Philadelphia 7, Pa. 

Committee on Maintenance, 1957-1958. 


WAITE, R. T., Aetna Casualty & Surety Co., 
Hartford, Conn. 
Office Committee, 1957-1959. 


WAKEFIELD, A. F., The Wakefield Co., Ver- 
milion, Ohio. 
Co-Chairman, Defense Coordinating Com- 
mittee, 1957-1959; Medal Award Committee, 
1958-1959. 
WAKEFIELD, GEORGE, 
Vermilion, Ohio. 
Papers Committee, 1957-1959; Office Commit- 
tee, 1957-1959; Subcommittee on Technical 
Content of the Publications Committee, 1957- 
1958. 
WALDRON, C. E., Niagara Mohawk Power 
Corp., 126 State St., Albany, N. Y. 
Lighting Service Committee, 1957-1959; Vice- 
President, Northeastern Region, 1957-1958; 
Regional Activities Committee, 1957-1958; 
Subcommittee on Luminaire Maintenance of 
the Roadway Committee, 1957-1958 


WALL, HAROLD F., Public Lighting Com- 

mission, 174 F. Atwater St., Detroit, Mich. 
Roadway Committee, 1957-1959; Subcommit- 
tee on General Light Sources; Luminaire 
Maintenance: Roadway Lighting Principles; 
Traffic Safety; and Standard Practice of the 
Roadway Committee, 1957-1958. 


WALLACE, G. E., Powerlite Devices, Ltd., 54 
Atomic Ave., Toronto 14, Ont. 
Conference Executive Committee, 1957-1958. 


WALSH, JOHN S., Pacific Gas and Electric 

Company, 245 Market St., San Francisco, Calif. 
Chairman, 1959 Conference Executive Com- 
mittee, 1958-1959; National Technical Con- 
ference Committee, 1957-1959: Committee on 
Defense Coordinating, 1957-1959; School Com- 
mittee, 1957-1959; Task Committee, Head- 
quarters Location, 1957-1958. 


WALTERS, W. T., Public Service Co. of Okla- 

homa, P. O. Box 201, Tulsa 2, Okla. 
Chairman, Oi! Capital Section, 1957-1958. 

WARNER, N. C., Westinghouse Electric Corp., 

806 Fourth Ave., Pittsburgh 30, Pa. 
Committee on Constitution and Procedures, 
1957-1958. 


WARSKOW, M. A., Airborne Instruments Lab- 
oratory, 160 Old Country Road, Mineola, N. Y. 
Chairman, Aviation and Signal Committee, 
1958-1959, Vice-Chairman, 1957-1958: Com- 
mittee on Quantity and Quality of Mlumina- 
tion, 1957-1959: Subcommittee on Ground 
Lighting and Subcommittee on Aircraft Light- 
ing of the Avaition and Signal Committec, 
1958-1959: Subcommittee on Airport Service 
Area Lighting and Subcommittee on Airport 
Runway Lighting of the Aviation Commit- 

tee, 1957-1958. 

WASDYKE, A. P., Westinghouse Electric Corp.., 
Bloomfield, N. J. 

Searchlight Committee, 1958-1959. 
WATERMAN, M. N., Westinghouse 
Corp., Bloomfield, N. J. 

Past President, 1957-1959; Lighting Service 

Committee, 1958-1959; Chairman, Trustees, 

1.E.S. Headquarters Retirement Pension Plan. 

1958-1959; Member 1957-1958; Board of 

Nomination, 1957-1959: Medal Award Com- 

mittee, 1957-1959; Chairman, Task Commit- 

tee on Headquarters Location, 1957-1958; Ad- 

visory Board to the President, 1957-1958. 
WATSON, J. E., Fluorescent Maintenance Co., 
1427 Elati St., Denver 4, Colo. 

Secretary, Rocky Mountain Section, 1958-1959. 
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WATTERS, GEORGE A., Quebec Power Co., 
399 St. Joseph St., Quebec, Que. 
Canadian National Committee of C.1.E., 1957- 
1958; Subcommittee on Luminaire Mainte- 
nance of the Roadway Committee, 1957-1958. 


WEBBER, MARY E., General Electric Co., Nela 

Park, Cleveland 12, Ohio. 
Committee on Residence Lighting Forums, 
1957-1959. 

WEEKS, ARTHUR W., Champion 

Works, 330 Lynnway, Lynn, Mass. 
Chairman, Committee on Testing Procedures, 
1958-1959; Member 1957-1958; Subcommittee 
on Guide for Electric and Photometric Meas- 
urements of Fluorescent Lamps; Subcommit- 
tee on Guide for Life Performance Testing of 
Fluorescent Lamps of the Testing Procedures 
Committee, 1958-1959; Subcommittee on Color 
Rendition of the Light Sources Committee, 
1957-1959: Subcommittee on Practical Guide 
to Colorimetry of Light Sources of the Test- 
ing Procedures Committee, 1957-1959; Chair- 
man, Subcommittee on Guide for Photometric 
Testing of Fluorescent Lamps of the Testing 
Procedures Committee. 1957-1958: Subcommit- 
tee on Practical Guide to ta and 
Subcommittee on Guide Photometric 
Measurements of Mercury > nll Lamps of 
the Testing Procedures Committee, 1957-1958. 
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WEHNER, PAUL E., R. R. #1, Byers Rd., 
Miamisburg. Ohio. 
Secretary, Miami Valley Section, 1957-1959. 


WEIBEL, WILLIAM, Curtis Lighting Inc., 6135 
West 65th St., Chicago, Tl. 
Fducation Committee. 1957-1959: Committee 
on Light Control and Equipment Design. 
1957-1959; Subcommittee on Revision of 
“Lighting Design Problems Course” of the 
Education Committee, 1957-1958. 
WELCH. K. C., 924 Grandville, S$. W., Grand 
Rapids 9, Mich. 
Davlighting Committee. 1957-1959: School 
Committee, 1957-1959: Store Committee, 1957- 
1959. 


WFLD. WALLACF W.. Revere Flectric Mfg. 
Co.. 7420 Lehigh Ave.. Chicago 31, TH. 
Chairman, Sports and Recreational Areas Com- 
mittee, 1957-1959: C i on Or itv and 
Quality of Mumination, 1957-1959: Committee 
on Testing Procedures. 1957-1959: Subcom- 
mittee on Guide for Photometric Testing of 
Floodlights of 10-160° Ream Spread of the 
Committee on Testing Procedures, 1957-1958. 
WELLS, GORDON, Day-Brite Lighting, Inc., 
Clayton 5, Mo. 
Publications Committee, 1958-1959. 








WELLS, JACK H., B. T. Heinz Co., 1500 
Westlake N., Seattle 9, Wash. 
Secretary, Puget Sound Section, 1957-1958. 


WENZLER, O. F.. Libbey-Owens-Ford Co., 608 
Madison Ave., Toledo $, Ohio. 

Davlighting Committee, 1957-1959. 
WESLER, J. E., LT., U. S. Coast Guard Head- 
quarters (EVC), Washington 25, D. C. 

Subcommittee on Seadrome Lighting of the 

Aviation Committee, 1957-1958. 

WEY, R. C.. Ohio Power Co., 301 Cleveland 
Ave., $.W., Canton 2, Ohio. 

Roadway Committee, 1957-1959; Subcommittee 

on Interchange with Foreign Groups of the 

Roadway Committee, 1957-1958. 

WHEELER, W. C., St. Louis Car Company, 
8000 North Broadway, St. Louis 15, Mo. 

Committee on Public Conveyances — Interior 

Lighting, 1957-1959; Subcommittee on In- 

terior Lighting—Land Transportation of the 

Committee on Public Conveyances — Interior 

Lighting, 1957-1958. 

WHITE, C. T., U. S. Navy Electronics Labora- 
tory, San Diego 52, Calif. 

Aircraft Cabin Lighting Subcommittee of the 

Aviation Committee, 1957-1958. 

WHITE, E. J., Edward J. White Co., 351 

Broadway, Newark 4, N. J. 

Sustaining Membership Committee, 1957-1959. 


WHITE, H. M., Baltimore Gas & Electric Co., 
1400 Lexington Bidg., Baltimore, Md. 

Committee on Sports and Recreational Areas, 

1957-1959. 

WHITE, JAMES W., Duke Power Co., 
Washington St., Greenville, S. C. 

Chairman, Palmetto Section, 1957-1958. 
WHITEHEAD, J. F., JR., Day-Brite Lighting, 
Inc., 5411 Bulwer Ave., St. Louis 7, Mo. 

Medal Award Committee, 1957-1959. 
WHITED, M. O., Atlantic City Electric Co., 
1600 Pacific Ave., Atlantic City, N. J. 

1.E.S.-American Society of Agricultural Engi- 

neers Committee, 1957-1959. 

WHITNELL, J. D., Arizona Public Service Co., 
PO Box 2591, Phoenix, Ariz. 

Director, 1957-1959; Chairman, 

Committee, 1958-1959; Vice-Chairman, 1957- 

1958; Adance Planning Committee, 1957- 

1959; Lighting Service Committee, 1958-1959; 

Task Committee, Headquarters Location, 

1957-1958. 

WIANT, D. E., Michigan State University, E 
Lansing, Michigan. 
1.E.S.-American Society of Agricultural Engi- 
neers Committee, 1957-1959. 
WILL, W. G. 

Subcommittee on Guide for Life Perform- 

ance Testing of Fluorescent Lamps of the 

Commitee on Testing Procedures, 1958-1959. 
WILLET, W. R. 

Theater-Television Committee, 1958-1959. 
WILLIAMS, H. A., Rohm & Haas Company, 
Washington Sq., Philadelphia, Pa. 

Progress Committee, 1957-1959; Subcommittee 

on Airport Taxiway Lighting of the Avia- 

tion Committee, 1957-1958. 

WILLIAMS, JAMES R., Arizona Public Service 
Co., Phoenix, Ariz. 

Chairman, Arizona Section, 1957-1958. 
WILLIAMS, JOHN S. IV., Arkansas Power & 
Light Co., 4th & Louisiana Sts., Little Rock, 
Ark. 

Membership Committee, 1958-1959. 
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WILLIAMS, K. L., Westinghouse Electric 
Corp., 1300 Belmont Ave., Philadelphia, Pa. 
Searchlight Committee, 1957-1958. 


WILLIAMS, ROLLO G., Century Lighting 

Inc., 521 W. 48rd St., New York 36, N. Y. 
Theater-Television Committee, 1957-1959; Al- 
lied Arts Committee, 1957-1958. 


WILLIAMS, S. B., Brooks Street, Jamestown, 

R. I. 
Chairman, Historical Committee, 1958-1959; 
Vice-Chairman, 1957-1958. 

WILSON, EDMUND F., Northern Electric Co., 
td., 148 Fleet St., E., Toronto, Ont. 
Conference Executive Committee, 1957-1958. 

WILSON, DOROTHY (MRS. J. CARL), Care 

of J. A. Wilson Lighting & Display, Ltd., 280 

Lakeshore Road, Toronto 14, Ont. 
Conference Executive Committee, 1957-1958. 

WILSON, J. CARL, J. A. Wilson Lighting & 

Dilsplay Ltd., 280 Lakeshore Road, Toronto 14, 

Ont. 
Vice -President, Canadian Region, 1957-1959; 
Regional Activities Committee, 1957-1959: 
National Technical Conference Committee, 
1957-1959; Lighting Service Committee, 1958- 
1959. 

WILSON, J. P., Adequate Wiring, Ltd., 2982 

Dufferin St., Toronto, Ont. 
Subcommittee on Ground Lighting of the 
Aviation and Signal Committee, 1958-1959; 
Aviation Committee, 1957-1958. 

WILSON, R. W., Boese Hilburn Electric Co., 

123 W. 8th St., Kansas City, Mo. 
Secretary, Heart of America Section, 
1959. 

WILSON, S. W., National Bureau of Stand- 

ards, East Building, Washington 25, D. C. 
Committee on Testing Procedures, 1958-1959; 
Subcommittee on Guide for Life 
Testing of Fluorescent Lamps and Subcom- 
mittee on Guide for Electrical and Photo- 
metric Measurements of Fluorescent Lamps of 
the Committee on Testing Procedures, 1958- 
1959. 
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WILSON, W. R., Westinghouse Electric Corp., 
Bloomfield, N. J. 

Theater-Television Committee, 1957-1958. 
WINGLAR, WILLIAM, 4123 Chicago Drive, 
Grandville, Mich. ~ 

Chairman, Western Michigan Section, 1958- 

1959. 

WINKLER, F. C., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 

Committee on Light Control and Equipment 

Design, 1957-1959; Chairman, Advance Plan- 

ning Committee, 1957-1958; Task Subcom- 

mittee 1958 Conference Executive Committee, 

1957-1959. 

WINTERS, A. B., Revere Electric Mfg. Co., 

7420 Lehigh Ave., Niles, Til. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Ground Lighting of the Aviation and 

Signal Committee, 1958-1959; Subcommittee 

on Service Stations and Parking Areas of the 

Store Committee, 1957-1959; Aviation Com- 

mittee, 1957-1958; Subcommittee on Parking 

Areas Lighting of the Roadway Committee, 

1957-1958. 

WIRT, G. D., Puget Sound Power & Light Co., 
286 Fourth St., Bremerton, Wash. 

Secretary, Puget Sound Section, 1958-1959. 
WISEMAN, R. &., Research and Development 
Laboratories, Fort Belvoir, Va. 

Papers Committee, 1958-1959; Design Practice 

Committee, 1958-1959; Education Committee, 

1957-1959; Testing Procedures Subcommittee 

of the Searchlight Committee, 1957-1959: 

Chairman, Subcommittee on Preparation of 

Brochure on “Opportunities in Illuminating 

Engineering” of the Education Committee, 

1957-1958. 

WITTE, FE. H., Benjamin Electric Mfg. Co., 
Des Plaines, Tl. 

Committee on Testing Procedures, | 957-1959: 

Subcommittee on Guide for Interpretation of 

Test Data and Results of the Testing Proce- 

dures Committee, 1958-1959; Subcommittee 

on Guide for Determination and Specification 
of Diffusion and Hiding Power of Fixture Dif- 
fusing Materials of the Testing Procedures 

Committee, 1958-1959 Subcommittee on Prac- 

tical Guide for Brightness Measurements of 

the Testing Procedures Committee, 1958-1959; 

Subcommittee on Guide for Photometric Test- 

ing of Floodlights of 10-160° Total Beam 

Spread (1950) of the Committee on Testing 

Procedures, 1957-1959; Subcommittee on Guide 

for Photometric Testing of Fluorescent Lu- 

minaires of the Testing Procedures Commit- 
tee, 1957-1959; Chairman, Subcommittee on 

Guide for Reporting Lighting Equipment 

Engineering Data of the Testing Procedures 

Committee, 1957-1958; Subcommittee on 

Guide for Brightness Measurements of the 

Committee on Testing Procedures, 1957-1958 
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WITTENBURG, ROBERT L., Herman An- 
drae Electric Co., 2110 W. Clybourn, Milwau- 
kee 3, Wis. 

Secretary, Milwaukee Section, 1957-1958. 
WOJCIK, HENRY L., Richardson, Gordon & 
Associates, 3 Gateway Center, Pittsburgh 22, Pa. 

Roadway Committee, 1957-1959; Subcommit- 

tee on Standard Practice of the Roadway 

Committee, 1957-1958. 

WOLFE, F. A., Sylvania Electric Products, Inc., 
60 Boston St., Salem, Mass. 

Subcommittee on Aviation Lamps (Miniature) 

of the Aviation Committee, 1957-1958. 
WOODLAND, PAUL, Dow Chemical Co., 435 
Bldg., Midland, Mich. 

Committee on Light Control and Equipment 

Design, 1957-1959. 

WOODSON, W. E., Convair Division of General 
Dynamics Corp., P. O. Box 1950, San Diego 12, 
Calif. 

Secretary, Aircraft Subcommittec of the Avia- 

tion Committese, 1957-1959; Aviation Com- 

mittee, 1957-1958; Chairman, Subcommittee 

On Aircraft Cabin Lighting of the Aivation 

Committee, 1957-1958. 

WOZNIAK, R. E., Chicago Lighting Institute. 
140 South Dearborn St., Chicago $3, Ill. 

Education Committee, 1957-1959; Chairman, 

Subcommittee on Revision of “Lighting Fun- 

damentals Course” of the Education Com- 

mittee, 1957-1958; Subcommittee on Dining 

Areas of the Institutions Committee, 1957- 

1958. 

WYLIE, R. R., Sylvania Electric Products Inc., 
60 Boston St., Salem, Mass. 

Office Committee, 1957-1959; Roadway Com- 

mittee, 1957-1959; Subcommittee on Standard 

Practice; Subcommittee on Research; Subcom- 

mittee on General Light Sources; and Sub- 

committese on Interchange with Foreign 

Groups of the Roadway Committee, 1957-1958. 
WYSZECKI, GUNTER, National Research 
Council, Ottawa 2, Ont., Canada. 

Color Rendition Subcommittee of the Light 

Sources Committee, 1957-1959. 
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YATES, RALPH A., Wakefield Lighting Ltd., 
39% Wellington Road So., London, Ont. 
Chairman, Forest City (London) Chapter, 
1958-1959; Secretary, 1957-1958. 
YANAROS, FRANK E., Florida Power & Light 
Co., 400 S.W. 2nd Ave., P.O. Box 3311, Miami 
31, Fla. 
Secretary, Southeast Florida Section, 1957- 
1958. 
YOST, I. A., Westinghouse Electric Corp., 
1216 W. 58th St., Cleveland 1, Ohio. 
Committee on Education, 1957-1959. 
YOUNG, HAROLD G., Kiefer Electrical Supply 
Co., Inc., 318-20 S. W. Washington St., Peoria, 
tl. 
Secretary, Central Illinois Chapter, 1957-1958. 


YOUNG, HAROLD R., 6 Pratt St., Rocky Hill, 
Conn. 


Chairman, Connecticut Section, 1958-1959. 

YOUNG, J. W., 47 Beacon St., Natick, Mass. 
Roadway Committee, 1957-1959; Chairman, 
Subcoxamittee on General Light Sources of 
the Roadway Committee, 1957-1958; Subcom- 
mittee on Guide for Photometric Measure- 
ments of Mercury Vapor Lamps; Subcommit- 
tee on Roadway Lighting Principles; Subcom- 
mittee on Luminaire Maintenance and Sub- 
committee on Lighting for High Speed, Heavy 
Traffic Density Highways of the Roadway 
Committee, 1957-1958. 

YOUNG, P. L., Public Lighting Commission, 

174 E. Atwater, Detroit 26, Mich. 
Committee on Testing Procedures, 1957-1958; 
Subcommittee on Guide for Photometric Test- 
ing of Street Lighting Luminaires of the 
Committee on Testing Procedures, 1957-1959; 
Subcommittee on Research of the Roadway 
Committee, 1957-1958: Subcommittee on Guide 
for Photometric Measurements of Mercury 
Vapor Lamps of the Testing Procedures 
Committee, 1957-1958. 

YOUNGBLOOD, C. J., Mississippi Glass Co., 

88 Angelica St., St. Louis 7, Mo. 
Daylighting Committee, 1957-1959; Subcom- 
mittee on Revision of Recommended Practice 
for Daylighting of the Daylighting Commit- 
tee, 1957-1959. 


ZABEL, R. M., Westinghouse Electric Corp., 

Bloomfield, N. J. 
Chairman, Publications Committee, 1957- 
1959; Finance Committee, 1957-1959; Roadway 
Committee, 1957-1959; Advance Planning 
Committee, 1957-1958; Subcommittee on Re- 
search; Subcommittee on General Light 
Sources and Subcommittee on Interchange 
with Foreign Groups of the Roadway Com- 
mittee, 1957-1958. 

ZAGOTTA, A. C., Chicago, Rock Island & 

Pacific RR Co., Room 900, La Salle St. Station, 

Chicago 5, Il. 
Subcommittee on Interior Lighting — Land 
Transportation of the Committee on Public 
Conveyances—Interior Ligthing, 1957-1958. 

ZAHOUR, R. L., Westinghouse Electric Corp., 

Bloomfield, N. J. 
Chairman, New Jersey Section, 1958-1959; 
Office Committee, 1957-1959; Theater-Tele- 
vision Committee, 1957-1959; Committee on 
Maintenance, 1957-1958. 

ZERSEN, C. E., Chicago Lighting Institute, 

140 South Dearborn St., Chicago 3, Ill. 
Education Committee, 1957-1959; Chairman, 
Subcommittee on Dining Areas of the Insti- 
tutions Committee, 1957-1958. 

ZURHEIDE, C. H., Smith, Hanlon, Zurheide, 

Levy, Inc., 4010 Lindell Bivd., St. Louis 8, Mo. 
Chairman, St. Louis Section, 1958-1959. 

















